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VULTERIN, ZOENEK 000000304255 
//ROZPRAVY TWO. TRIDY CESKE AKADENIE// 

00/00/1950,¥0060,NO006, PP 0001-0020 

ALSO PAGES 22-31 


ENGLISH TITLE UNKNOWN 
sF TD-ID(RS)T-1687-81 


YUNDER, A, YU, 000000311164 
FESTAL' HH 

00/00/1981 ,¥----,N0O0O1, PP 0049-0051 

INVESTIGATION OF FERROSILICON AND 

FERROSILICOCHROME SLAGS FOR SMELTING CHROMIUM- 

CONTAINING FERROALLOYS 

BISI 19906 


VUNDER, A. YU. 0000002793393 
AISTAL SS 

00/00/1981, V¥0001,N----, PP 0049-0051 

INVESTIGATION OF FERROSILICON AND 

FERROSILICOCHROME SLAGS FOR SMELTING 

CHROMIUM-CONTAINING FERROALLOYS 

BISI 19906 


VUNSKIY, S. M. 000000153994 
//SBORNIK NAUCHNO-ISSLEDOVATELSKII INSTITUT LESNO GO KHOZYAISTVA// 

00/00/1972, V----,NO014, PP 0044-0055 

THE METHOD OF ECONOMIC APPRAISAL OF DAMAGE CAUSED 

BY FOREST FIRES 

NRCC C-13373 # 


VUNSKIY, S. M. 000000153999 
//SBORNIK RABOT PU LESNUMU KHUZYAISTVU NAUCHNO-IS SLEDOVATELSKII INSTITUT LESNOGO KHOZYAISTVA// 

00/00/1972,¥----,NO014, PP 0333-0348 

DETERMINATION OF GROUND COVER MOISTURE IN A 

VARIOUS TYPES OF FORESTS BY THE DROUGHT INDEX 

NRCC C-13465 


VUNTSEVICH, I. 000000254392 
i tPOLYMERS MECHANICS / / 

00/00/1973,¥----,NO005, PP 0921-0923 

LASER CRACK PROFILE IN POLYMETHYLMETHACRYLATE 

F TD-HT-23-2539-74 


VUNTSEVICH, I. L. : 000000037630 
1 /MECH.-MEKHANIKA POLIMEROV/ / 

00/00/1973,V¥----,NO005, PP 0921-0923 

THE SHAPE OF A LASER FRACTURE IN 

POLYME THYLME THACRYLATE 5 PP 

GUO COPYRIGHT INFORMATION REFER QTHERS TO FID 

AIR/F TO-HC-23-2539-74 


VUONG TUOC 000000256012 
/fHANOL MOI// 

13/01/1981,V¥----,N----, PP 0003 

SENDING OF PEOPLE TO NEW ECONOMIC ZONE TO 

BE IMPROVED 3 PP 

JPRS 77666 


VUONG, SI DINH 000000068616 
//GQUAN DOI NHAN DAN// 

30/09/1976, V----,N----, PP 0000 

ALSO 1, 2 OCT 7b 

MILITARY DRAFT PILOT PROJECT CONOUCTED IN SOUTHERN 

TOWNSHIP _8 PP 
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JPRS 68218 


YUORELA, TIMO 000000213442 
1 /HELSINGIN SANOMAT/ / 

24/02/1980,V¥----,N----. PP 0021-0022 

HELICOPTERS, SOMBS, MIG FIGHTERS IN GUERILLA 

VALLEY 7 PP 

JPRS 75444 


VUORI, TOM 000000196065 
¢ /HUF VUDS TAOSBL ADE T/ / 
08/11/1979,¥----,N----, PP 0001 

RADIATION SAFETY INSTITUTE: TWO NEW N-PLAN 

VIOLATIONS 2 PP 

JPRS 74741 


VUORISTO, PEKKA ! 000000109240 
}/SUOMEN KUVALEHTI// 

06/01/1978,V¥----,N----, PP 0066-0070 

CP FACES 6OTH ANNIVERSARY IN DISARRAY 7 PP 

JPRS 70598 


YUORISTO, PEKKA 000000137885 
//SUOMEN KUVALEHTI // 

16/06/1978,V¥----,N----, PP 0020-0023 

SKDL MEMBER OF PARLIAMENT ATTACKS COMMUNISM IN 

USSR, GOR & PP 

JPRS 71562 


VUORISTO, PEKKA 000000162054 
1 /SUOMEN KUVALEHTI// 

22/09/1978,¥----,N----, PP 0026-0030 

"PRAVDA’ ATTACK ON EUROCOMMUNISM DEBATE STIRS 

REACTION 7 PP 

JPRS 72199 


VUORISTO, PEKKA 000000201021 
}/SUOMEN KUVALEHTI// 

19/10/1979,V¥----,N----, PP 0032 

GALLUP POLL SHOWS MOST FINNS OPPOSED TO MORE 

NUCLEAR POWER 3 PP 

JPRS 74840 


YUORISTO, PEKKA 000000219267 
/#SUOMEN KUBALEHTI // 

22/02/1980,V----,N----, PP 0065-0068 

VALMET HOPES TO DELIVER VINKA TRAINER 

TO AIR FORCE IN 1981-82 5 PP 

JPRS 75554 


VUORISTO, PEKKA 000000228245 
//SUOMEN KUVALEHTI] // 

02/05/1980,¥----,N----, PP 0010-0013 

ENERGY NEEDS FOR 1980'S MET: DEBATE ON 

NUCLEAR POWER IN 1990°S STARTS 6 PP 

JPRS 75937 


VUORISTO, PEKKA 000000227566 
#fSUOMEN KUVALEHTI// 

09/05/1980,V¥----,N----, PP 0034-0037 

PARTIES READY CAMPAIGN PROGRAMS FOR FALL LOCAL 

ELECTIONS 6 PP 

JPRS 75970 
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VUORISTO, PEKKA 
7 /SUOMEN KUVALEHTI// 
17/06/1980,¥----,N----, PP 0059-0061 
POLL SHOWS KOIVISTO PASSES KEKKONEN IN VOTERS’ 
FAVOR 5 PP 
JPRS 76160 


VUORISTO, PEKKA 000000266380 
1 /SUOMEN KUVALEHTI // 

29/05/1981, V¥----,N----, PP 0024-0027 

CP CONGRESS APPROVES SWEEPING PERSONNEL CHANGES 

IN ORGANS 5 PP 

JPRS 78408 


VUORISTO, PEKKA 000000297433 
//SUOMEN KUVALEHTI// 
27/11/1981,V¥----,N-~~-, PP 90006-0010 


CENTER PARTY TORN OVER NOMINATION 5 PP 
JPRS 79887 


VURAL, H. 000000277804 
if ANKARA UNIVERSITES DIYARBAKIR TIP FAKULTES I DERGISI// 

00/00/1972,¥0001,NO002, PP 0149-0154 

PROSTAGLANDINS ANDO THE HUMAN APPENDIX 

NTC-73-12663 


VURAL, H. 000000169056 
//ANKARA UNIVERSITESI TIP FAKULTESI MECMUASI// 

00/00/1972, V¥0025,N0001, PP 0005-0011 

EFFECTS OF SOME PROSTAGLANDINS ON THE ISOLATED 

GALL BLADDER OF GUINEA PIGS 

NTC-73-12665 


VURBANOVA, ISKRA 000000011598 
J IVUNSHNA TURGOVIYA// 

00/00/1974,V----,NO012, PP 0004-0008 

DEVELOPMENT OF ECOwOMIC RELATIONS WITH ARAB 

COUNTRIES 7 PP 

JPRS 64366 


VURBANOVA, ISKRA 000000011914 
/IVUNSHNA TURGOVIYA// 

00/00/1974,V----,NO012, PP 0004-0008 

DEVELOPMENT OF ECONOMIC RELATIONS WITH ARAB 

COUNTRIES 7 PP 

JPRS 64366 


VURBANOVA, ISKRA 000000204828 
f /WUNSHNA TURGOVIYA// 

00/00/1978,¥----,NOO04, PP 0006-0011 

TRADE WITH DEVELOPING COUNTRIES EXAMINED 10 PP 

JPRS 71947 


VURBANOVA, ISKRA 0000001 45671 
i {YUNSHNA TURGOVIYA// 

00/00/1978,V----,NO009, PP 0012-0016 

PROSPECTS FOR TRADE WITH MIDOLE EAST ANALYZED 

12 PP 

JPRS 72518 


VURBEV, Y. 000000091 307 
//ARMEYSKI PREGLED// 

00/00/1976,¥----,NOO08, PP 0032-0037 

ADVANCE OF A TANK COMPANY ODURING USE OF A 
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NUCLEAR WEAPON 
FSTC IMIS 14201-018-77 


VURELIO, DIOGO PIRES 000000112644 
//DIARIO DE NOTICIAS// 

21/01/1978, ¥----,N----, PP 0006 

FORMER MINISTER OISCUSSES CURRENT SPANISH 

POLITICAL SCENE 7 PP 

JPRS 70728 


VURONOV, A. N. 000000212240 
1 1GEOKHIMIYA// 

00/00/1974,¥0011,NO006, PP 1700-1710 

RADIOGENIC ARGON IN THE GAS DEPOSITS OF THE NORTH 

EASTERN PART OF THE VOLGA-URALS PETROLIFEROUS 

PROVINCE 

GEI 1974 VOL 11 NO & PAGES 1200-1208 


VURZNER, V. 000000197999 
//NEUE BERGBAUTECHNIK // 

00/00/1977, ¥0007,N0005, PP 0361-0362 

INCREASING THE OUTPUT OF TUSULAR DRYERS BY USING 

OPTIMUM PROCEDURES 

BISI 17492 


VURZNER, V. 000000227738 
//NEUE BERGBAUTECHNIK // 

00/00/1977,V0007,N0005, PP 0361-0362 

INCREASING OUTPUT OF TUBULAR DRYERS BY USING 

OPTIMUM PROCEDURES 

BISI 17492 


VUSHNEVSKIT, 1. 1. 0000001710393 
{/STAL// 

00/00/1977,V¥----,NOO01, PP 0041-0042 

THERMAL CONDUCTIVITY OF PACKINGS FOR PROTECTION 

OF THE METAL SURF ALE 

NIC 79-10323-13H 


VUSKOVIC, BORIS 000000090746 
11 JUGOSLOVENSKI PREGLED// 

19/12/1976,V¥----,NOO12, PP 0453-0458 

SURVEY OF MEMBERSHIP IN LEAGUE OF COMMUNISTS OF 

YUGOSLAVIA (LCY) 18 PP 

JPRS 69873 


VUTEVA, DARINA D. 000000183311 
//ELEC .-ELEK TROPROMISHLENOST I PRIBOROSTROENE// 

00/00/1979,¥----,NOO05, PP 0181-0184 

BULGARIAN MOS CONSTANT MEMORY INTEGRATED CIRCUITS 

DESCRIBED 10 PP 

JPRS 74300 4 


VUTSEL, V. I. 000000302535 
//TRUDY VSESOYUZNYI PROEKTNO-YZYSKATELSKI1 NAUCHNO-ISSLEDOVATELSKII “GIDROPROEKT"// 

00/00/1973,¥----,NO032, PP 0005-0011 

DESIGN OF ROCK-AND-EARTH DAMS ANO MODERN TRENOS 

IN THEIR CONSTRUCTION 

NTC 81-10530-13M 


VUTSEL, VW. I. ; 000000222100 
//TRUODY YSESOYUZNY1 PROEKTNO-YZYSKATELSKII NAUCHN O ISSLEDOVATELSKIT INSTITUT// 

00/00/1973,¥----,NOO032, PP 0012-0026 

EXPERIMENTAL SUBSTANTIATION OF A TECHNOLOGY FOR 
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ERECTION OF THE NUREK HYDRO-ELECTRIC POWERPLANT 
DAM 
NTC 78-13475-13M ] 


VUTSEL, V. 1. 000000222097 
//TRUOY VSESOYUZNYI PROEKTNO-YZYSKATELSKIT NAUCHN 0 ISSLEDOVATELSKII INSTITUT// 

00/00/1973,V----,NO032, PP 0071-0088 

DETERMINING THE STABILITY ANDO DEFORMATION OF THE 

SLOPES OF PUMPED STORAGE POWER-PLANT OAMS 


NTC 78-13472-13M 4 

YUTSEL, ¥. I. : 000000217437 
//TRUDY VSESOYUZNYI PROEKTNO-YZYSKATELSKII NAUCHN O-ISSLEDOVATELSKII INSTITUT “GIDROPROEKT”// 

00/00/1975, V----,NO044, PP 0138-0150 

STUDIES OF THE CONSTRUCTION OF HIGH EARTH AND 

ROCK-FILL DAMS 

NIC 79-14236-13M ‘ 

VVEDEMSKIY, VoL. 000000289517 
/1PRIRODA/ / 

00/00/1981, ¥----,NO007, PP 0023-0031 i 

SUPERSENSI TIVE MAGNE TOMETRY ANDO BIOMAGNETISM | 

FSTC-HT-1032-81 # 

VVEDEMSKIY, VY. L. | 000000295878 
//PRIRODA/ / 

00/00/1981,¥----,NOO007, PP 0023-0031 

SUPERSENSITIVE MAGNE TOME TRY ANO BIOMAGNETISM 

ARM/FSTC-HT-1032-81 ‘ 

VVEDENSKAYA, L. I. 000000197081 
17 TRUOY NAUCHNO-ISSLEDOVATELSKII INSTITUT AEROKLI MATOLOGII// 

00/00/1967, ¥----,NO048, PP 0177-0182 


SOME CHARACTERISTICS OF THE METEOROLOGICAL 

AND AEROSYNOPTIC CONDITIONS OF SMOKE POLLUTION 

IN NOVOSIBIRSK 

NTC-73-12800 @ 


VVEDENSKAYA, N. A. 0000001 30064 
//TRUOY AKADEMIYA NAUK SSSR, FIZICHESKOGO INSTITU TA IMENT P. N. LEBEDEVA// 

00/00/1956, ¥0036,N0163, PP 0025-0034 

IDENTIFICATION OF SP WAVE ON THE RECORDS OF DEEP 

EARTHQUAKES IN CENTRAL ASIA 


tERDA/TIC # 

VVEDENSKAYA, O. I. 000000204157 
//ZHURNAL MIKROBICLOGII, EPIDEMIOLOGII I IMMUNOBI OLOGII// 

00/00/1976,V----,NO003, PP 0060-0065 


A STUOY OF THE ENTIGEN STRUCTURE OF 
NONAGGLUTINATING VIBRIOS AND BACTERIA OF THE GENUS 


NMFS ON LOAN # 

VVEDENSKAYA, O. I. 000000223995 
//ZHURNAL MIKROBIOLOGII, EPIDEMIOLOGII IMMUNOBIOL OGII// 

00/00/1976,¥----,NO003, PP 0060-0065 


A STUDY OF THE ANTIGEN STRUCTURE OF 
NON-AGGLUTINATING VIBRIOS AND BACTERIA OF THE 
GENUS 

CISTI TRAN NO 4494 # 


VVEDENSKIY, A. : 000000110660 


/FRECHNOY TRANSPORT // 
00/10/1977,V¥----,NO010, PP 9001-0005 
RSFSR RIVER TRANSPORT PROGRESS, PROSPECTS 10 PP 
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JPRS 70315 # 


VVEDENSKIY, A. 
}TRECHNOY TRANSPORT / / 
00/00/1981, ¥----,NO001, PP 0001-0003 
RIVER FLEET: FULFILLMENT OF 1980 PLAN, GOALS 
FOR 1981 7 PP 
JPRS 77588 t 


VVEDENSKIY, V.L. 
/IPRIRODA/ / 
00/00/1981,¥----,NO007, PP 0023-0031 
SUPERSENSI TIVE MAGNE TOME TRY AND BIOMAGNETISM 
QUO COPYRIGHT INFO REFER OTHERS TO FSTC 
ARM/FSTC-HT- 1032-81 # 


VVEDNESKIY, B. 

//TECH,-TEKHNIKA MOLOOEZHI// 
00/00/1976,V----,NO006, PP 0020-0025 
LASERS IN TELEVISION 15 PP 
OUO COPYRIGHT INFO REFER OTHERS 10 FSTC 
ARM/FSTC/AST17201-001-77 # 


vY, KIM 
/#SALGON GIAI PHONG// 
13/07/1976,V---~,N----, PP 0001 
ALSO P 4 
MIDOLEMEN BLAMED FOR HIGH VEGETABLE PRICES IN 
SAIGON 5 PP 
JPRS 67938 # 


VYAKHIREV, D. A. 
J/NEF TEKHIMIYA/ / 
00/00/1972,¥0012,NO001, PP 0136-0142 
INVESTIGATING THE KINETICS OF DECOMPOSITION OF 
HYDROPEROXIDES BY GAS-LIQUID CHROMATOGRAPHY 
NTC 77-12897-07C # 


VYAKHIREV, D. YA. 

//PLASTICHESKIYE MASSY/? 
00/00/1974,V¥----,NO009, PP 0059-0061 
COMPOSITION OF THE VOLATILE PRODUCTS OF 
THERMOOXIDATIVE DEGRADATION AND COMBUSTION OF 
POLYMERIC MATERIALS 3 PP 

INT PST 1975 V2 N1 P71-73 « 


VYAL'TSEVA, YE. YE. 

//TRUDY INSTITUT PRIKLADNOY GEOFIZIKI// 
00/00/1967,¥----,NO010, PP 0060-0066 
OPTICAL INSTRUMENT FOR MEASURING OF ABSOLUTE 
ATMOSPHERIC HUMIDITY 10 PP 
AIR/F TD/MT-24-505-68 # 


VYAL'YATAGA, YU. 
//KOMPUNIST ESTONII// 
00/11/1979, V----,NO011, PP 0026-0031 
PROFITABILITY, NET OUTPUT NORMS FOR 
INCENTIVE FUND FORMATION 9 PP 
JPRS 75141 # 


VYALKOVA, P. F. 

1 /LESNOE KHOZYAISTVO// 
00/00/1977,V¥----,NO001, PP 0069-0071 
DIGGING OUT NURSERY TREES WITH A VIBRATING 
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000000208623 


000000224223 
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DIGGER 
NTC 79-12929-02C 


VYALOV, A. M. ooo000024000 
VIGIGIYENA TRUDA I BIOLOGICHESKOYE DEYSTVIYE ELEKTROMAGNITNYKH VOLN RADIOCHASTOT. SBORNIK MATERIALOV III VYSES. SIMPOS// 

00/06/1968,V----,N----, PP 0017-0020 

ALSO PP 25-26 24-28 JUNE 1968 

RELATION BETWEEN CLINICAL-HYGIENE AND EXPERI - 

MENTAL-FUNCTIONAL CHANGES UNDER THE ACTION OF 

MAGNETIC FIELDS 6 PP 

CSO: 8344/0713 COMPLETED SPECIAL 


VYALOV, S. S. 000000192819 
/IMERZLOTNYE ISSLEDOVANIYA SBORNIK STATEI// 

00/00/1964,¥----,NO004, PP 0340-0375 

RESISTANCE OF FROZEN SOILS TO TRIAXIAL 

COMPRESSION 37 PP 

TIB AD-713981 


VYALOV, S. S. 000000211424 
7 /OSNOVANIYA FUNDAMENTY I MEKHANIKA GRUNTOV// 

00/00/1965, ¥0007 ,NO003, PP 0028-0030 

FOUNDATION CONSTRUCTION ON PERMAFROST IN THE 

UNITED STATES AND CANADA 

TIB AD-752 131 


VYALOV, S. S. 000000162988 
//PODZEMNYYE I’DY I SIL’NOL‘DISTYYE GRUNTY KAK OS NOVANIYA SCORUZHENIY// 

00/00/1976, V----,N----, 

SUBSURFACE ICE AND HEAVILY ICY SOILS AS A BASE 

FOR STRUCTURES 

aFSTC SERIAL NO 1295-78 


VYALOV, Y. A. 000000180676 
1/TRUOY BALTIISKII NAUCHNO-ISSLEOOVATELSKII INSTI TUT MORSKOGO RYBNOGO KHOZYAISTVA I OKEANOGRAFII// 

00/00/1962, V----,NOO09, PP 0123-0130 

ON WATER INTERACTIUN ANO FISH DISTRIBUTION IN THE 

NOVA SCOTIA AREA 

NRCC C-13374 P) 


VYALOV, YU. A. 000000133184 
/1SYREYAYA BAZA I VOSPROIZYODSTVO RYBNYKH ZAPASOV 

00/00/1962,¥----,NO004, PP 0019-0023 

THE NOVA SCOTIA SHELF HERRING 

NRCC C-17511 


VYALOV, YU. A. 000000194760 
//TRUOY ANTLANTNIRO// 

00/00/1969, V----,N----, PP 0023-0033 

CALCULATION OF THE FLUCTUATIONS OF WATER CURRENTS 

AND THE MOVEMENT OF HERRING OEPENOING ON THE 

SYNOPTIC CONDITIONS 9 PP 

BCF ON LOAN 


VYALUKHIN, G. I. 000000070318 
//DOKLADY AN SSSR, GEOLOGY/! 

00/00/1975,¥0224 ,NO006, PP 1384-1386 

PYROCLASTIC MATERIAL IN DEVONIAN CARBONATE ROCKS 

ON THE WEST SLOPE OF THE CENTRAL URALS AND ITS 

SIGNIFICANCE IN CORRELATION OF BAUXITE-BEARING 

SECTIONS 2 PP 

AVAIL LY SERIALS 

AMERICAN GEOLOGICAL INSTITUTE 
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VYALYAS, ¥. 1. 

LISOVETSKAYA ESTONIA// 
01/10/1974, ¥----,N----, PP 0002-0003 
MEASURES URGED FOR IMPROVEMENT OF PUBLIC 
EDUCATION IN ESTONIA 20 PP 
JPRS 63403 


VYALYAS, V. I, 000000033729 
11SOVETSKAYA ESTONIYA// 

01/11/1975,V----,N----, PP 0001-0002 

ESTONIAN CC PLENUM DISCUSSES ROLE OF MEDIA IN 

INDOCTRINATION, VYALYAS REPORT 12 PP 

JPRS 66661 


VYALYAS, ¥. I. 000000033730 
/fSOVETSKAYA ESTONIYA// 

01/11/1975,V¥----,N----, PP 0002-0003 

ESTONIAN CC PLENUM DISCUSSES ROLE OF MEDIA IN 

INDOCTRINATION, DISCUSSION OF VYALYAS' REPORT B PP 

JPRS 66661 | 


VYALYAS, WV. oI. 000000089347 
/FLITERATURNOYE OBOZRENIYE// 

00/05/1977,¥----,NQ005, PP 0003-0006 

INTERNATIONALISM IN ESTONIAN LITERATURE URGED 8 PP 

JPRS 69831 « 


VYALYKH, L. 000000262660 
7 /KRASNAYA ZVEZDA// 

15/02/1981, V----,N----, PP 0002 

ACADEMIES AND SCHOOLS AS BASIS OF OFFICERS’ CAREER 

4 PP 

JPRS 78134 4 


VYASBERG, O. L. 000000024452 
FIKOSMICHESKIYE ISSLEDOVANIYA// 

00/00/1975,¥0013,NU001, PP 0129-0130 

JAN-FEB 1975 

MEASUREMENTS OF ION FLUXES USING RIEP-2801 

M INSTRUMENT ON BOARD MARS-4 ANO MARS-5 AUTO 

MATIC INTERPLANETARY STATIONS 

NASA TT F 16352 


VYASHKIN, A. F. 000000117612 
THIZVESTIYA VUZ CHERNAYA METALLURGIYA/ / 

00/00/1975,V¥----,NOO03, PP 0023-0026 

PERMEABILITY OF ALUMINIUM TO HYDROGEN 7 PP 

BISITS 13438 


VYATCHANIN, S. P. 000000137996 
//DOKLADY AN SSSR, FIZIKA// 

00/00/1977, ¥0234,NO006, PP 1295-1297 

EFFECTIVE COOLING OF QUANTUM SYSTEMS 

AMERICAN INSTITUTE OF PHYSICS 


VYATCHANIN, S. P. 000000299344 
//DOKLADY AN SSSR, FIZIKA// 
00/00/1977, V¥0234,NO006, PP 1295-1297 
EFFECTIVE COOLING OF QUANTUM SYSTEMS 
AMERICAN INSTITUTE OF PHYSICS 


VYATCHANNIKOV, N. K. 000000231924 
//FARMAKOLOGIYA I TOKSIKOLOGIYA// 
00/00/1973, V----,NOO05, PP 0526-0530 
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THE EFFECT OF MELITTIN, THE BASIC COMPONENT 
OF BEE YENOM, ON THE CENTRAL NERVOUS SYSTEM 
QUO COPYRIGHT INFO REFER OTHERS TO USAMITA 
USAMI TA-HT-070-80 


VYATKIN, G. P. 000000005779 
{41ZVESTIYA VUZ CHERNAYA METALLURGIA// 

00/00/1974,¥----,NO008, PP 0009-0012 

USE OF THE SIMPLEX SQUARES METHOD FOR CALCULATING 

THE EQUILIBRIUM DIAGRAM OF THE FE-CR-AL SYSTEM 

BISI 12792 4 


VYATKIN, G. V. 000000240490 
/IVESTNIK MOSKOYSKOGO UNIVERSITETA, EKONOMIKA// 

00/00/1974,V¥----,NO004, PP 0076-0083 

ORGANIZATIONAL, AUTOMATED CONTROL SYSTEMS 

CONSIDERED 10 PP 

JPRS 66225 


VYATKIN, G. V. 000000018673 
tIVESTNIK MOSKOVSKOGO UNIVERSITETA: EKONOMIKA// 

00/00/1975,V----,N0004, PP 0076-0083 

ORGANIZATIONAL, AUTOMATED CONTROL SYSTEMS 

CONSIDERED 10 PP 

JPRS 66225 


VYATKIN, I. P. 000000065010 
/ITSVETNYE METALLY// 

00/00/1971,¥----,NO004, PP 0053 

PURITY OF THE STARTING MATERIALS FOR 

MAGNESIUM LITHIUM ALLOYS 

NTC 76-12891-11F 


VYATKIN, L. 000000289488 
//KRYLYA ROOINY// 

00/00/1980, ¥----,NO007, PP 0021-0022 

OBJECTIVE CONTROL «ND SAFETY 

#FSTC NO 1325-80 


WIATRIN, Es 000000292685 
/1KRYLYA RODINY// 

00/00/1980, ¥----,NOOO7, PP 0021-0022 

OBJECTIVE CONTROL AND SAFETY 

tFSTC SERIAL NO 1325-80 


VYATKIN, L. 000000292768 
/TKRYLYA RODINY // 
00/00/1980, V¥----,NO007, PP 0021-0022 


OBJECTIVE CONTROL AND SAFETY 
sFSTC SERIAL NO 1325-80 


YYATKINA, O. Y. 000000191927 
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00/00/1967,¥----,NO018, PP 0050-0063 

TURBODRILL FOR DRILLING LARGE-DIAMETER HOLES 

JPRS 44,968 
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10/10/1979, V----,N----, PP 0003 
MINSK PURIFICATION COMPLEX IN OPERATION 2 PP 
JPRS 74729 


VYSOTSKIY, YA. N. 000000202260 
J/STROITEL STVO TRUBOPROVODOV/ / 

00/09/1979, ¥----,NOQ009, PP 0026-0027 

RECULTIVATION OF FOREST LANDS FOLLOWING 

INSTALLATION OF GAS PIPELINES 2 PP 

JPRS 74881 


VYSOTSKIY, YE. 000000274474 


// TURKMENSKAYA ISKRA// 


04/06/1981 ,V----,N----, PP 0002 
TURKMENS ATTACK SLIPSHOD HOME IMPROVEMENT 3 PP 


JPRS 78673 


VYSOTSKIY, YE. N. 0000001 49417 
1/OPTIKO-MEKHANICHESKAYA PROMYSHLENNOST '// 

00/00/1978, V¥----,NO008, PP 0042-0044 

AN ILLUMINATING DEVICE FOR TESTING COORDINATE-- 

SENSING PHOTODETECTORS 4 PP 

FQUO 

JPRS L/8226 


VYSOTSKIY, YU. B. 000000289808 
{/DOKLADY AN SSSR, FIZIKA KHIMIYA// 

00/00/1977, V¥0234,NO004, PP 0854-0857 

QUANTUM CHEMICAL ESTIMATION OF TRANSFER 

CAPACITY OF BINUCLEAR BRIOGE SYSTEMS 

PLENUM PUBLISHING CORPORATION 


VYSOTSKIY, YU. B, 000000111012 
//DOKLADY AKADEMIYA NAUK SSSR// 

00/06/1977 ,V¥0234,N0004, PP 0854-0857 

QUANTUM-CHEMICAL EvALUATION OF THE TRANSFER 

CAPABILITY OF BRIDGED TWO-RING SYSTEMS 

CONSULTANTS BUREAU 


VYSOTSKOGO, B. F. 000000142597 
1 /OSNOVY PROYEKTIROVANIYA MIKROELEKTRONNOY APPAR ATURY// 

00/00/1978,V----,N----, PP 0001-0351 

FUNDAMENTALS OF THE DESIGN OF MICROELECTRONIC 

EQUIPMENT 798 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FTD/STINFO 

AIR/FTDO-ID(RS)T-1214-78 


VYSOTSKY, M. Z. 000000062064 
// JOURNAL TEKHNIKA KING I TELEVIDENYA// 

00/04/1976,V----,NOQ004, PP 0003-0008 

“MOSFILM” CINSTECHNIQUES ANDO ITS PERSPELTIVES. 

FID-1D(RS)T-1128-76 


VYSOTTSKAYA, R. U. 000000174573 
/{PARAZITOLOGIYA// i 

00/00/1973, ¥0007,N----, PP 0051-0057 

LIPIO CONTENT IN SOME HELMINTHS FROM 

FRESHRATER FISH 

NRCC AS C-13837 
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EXCITATION OF THE WAVEGUIDE OF A MAGNETIC 
UNDULATOR BY AN EXTENDED MODULATED ELECTRON 
BEAM OF FINITE LENGTH 7 PP 

INSDOC NO 03863 


VYSTAVKIN, A. MN, 

HHIZVESTIYA VUZ RADIOFIZIKA// 
00700/1968.V0011.N----. PP 0748-0755 
THE POSSIBILITY OF APPLYING AND OPEN 
RESONATOR TO DEVELOP A NARROW-BAND TUNABLE 
RECEIVER OF MILLIMETER AND SUBMILLIMETER 
WAVES 10 PP 
NTC ,NTIS,BLL AD-754 829 


VYSTAVKIN, A. N. 
//ZHURNAL EKSPERIMENTALNOI I TEORETICHESKOI FIZIKI PISMA V REDAKTSIYU// 
00/00/1973,V0017,N----, PP 0284-0288 
ANOMALOUS SUPERHIGH FREQUENCY IMPEDANCE 
OF SUPERCONDUCTING POINT-CONTACTS 
NTC 74 12895-20C 


VYSTAVKIN, A. N. 

HIVESTNIK AKADEMII NAUK SSSR// 
00/00/1979, ¥----,NO001, PP 0053-0061 
COMPUTERS IN EXPERIMENTAL PHYSICS 12 PP 
Ee) 

JPRS L/8414 


VYSTAVKIN, A. N. 

TI ANTOMETRIYA// 
00/00/1980,V----,N----, PP 0016-0024 
MAY-JUN 1980 
PROBLEM ORIENTED MEASUREMENT AND COMPUTATION 
COMPLEXES, BASED ON SM-3 AND SM-4 COMPUTERS 
ANO KAMAK EQUIPMENT, FOR THE AUTOMATION OF 
SCIENTIFIC RESEARCH 9 PP 
oud 
JPRS L/9527 


VYSTAWKIN, YA. N. 

/1VESTNIK AKADEMIT NAUK SSSR// 
00/00/1979,V----,N----, PP 0053-0061 
COMPUTER TECHNOLOGY IN PHYSICS RESEARCH 
CSO: 8144/5804-79 COMPLETED SPECIAL 


VYSTAVKIN, YAROSLAV PETROVICH 

//SETI OBMENA INFORMATSIYA MEZHDUD EVM/! 
00/00/1975,V----,N----, PP 0001-0216 
INTERCOMPUTER DATA EXCHANGE NETWORKS 7 PP 
GUO 
JPRS L/6928 


VYSTOROPSKAYA, A. A. 

1/CHEM.-KHIMICHESKOE I NEF TYANOE MASHINOSTROENIE 
00/00/1973,V0015,NO002, PP 0013-0016 
INVESTIGATION OF THE HYDRODYNAMICS OF RING 
TRAYS AT HIGH LIQUID LOADINGS 5 PP 
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VYSTYD, M. 
FISTROJTRENSTVI/ / 
00/01/1971,¥0022,N0001, PP 0035-0042 
VACUUM MELTING ANO CASTING OF HEATING-RESISTANT 
NICKEL ALLOYS 
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QUANTUM-CHEMICAL EvALUATION OF THE TRANSFER 
CAPABILITY OF BRIDGED TWO-RING SYSTEMS 
CONSUL TANTS BUREAU # 


QUO 
JPRS L/4493 


VYSTYD, M. 

//STROJIRENSTVI// 
00/00/1972, V0022,N----, PP 0035-0042 
EXPERIENCES WITH THE VACUUM MELTING AND CASTING 
OF NI BASE HIGH TEMPERATURE ALLOYS 18 PP 
BLL L.STG 9023.19V:R 55/72 


VYTCHIKOWA, M. A, 
LIKOSMICHESKAYA BIOLOGIYA I AVIAKOSMICHESKAYA MEDITSINA// 
00/03/1975, ¥0009,N0002, PP 0076-0079 
MAR-APR 75 
COMPUTATION METHOD FOR DETERMINING OXYGEN 
CONSUMPTION OF A HUMAN SUBJECT IN A CLOSED SPACE 
6 PP 
JPRS 64929 


YYTEYV, E. 
} MASHINOSTROENE / / 
00/00/1977,¥----,NOQ006, PP 0249-0251 
HEAT TREATMENT OF ORIVING WHEELS FOR HOISTING 
AND TRANSPORTING MACHINES 
BIS] 16466 


VYTRENS, M. 
/fROPA A UHLIE// 
00/00/1972,V0014,N----, PP 0555-0564 
ADDITIVES FOR IMPROVEMENT OF JET AIRCRAFT FUELS 
NTC-74-10870 # 


VYUNNIK, 1. M. 
/ 1 ATOMNAYA ENERGIYA// 
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VYUNNIK, I. M. 000000039852 
/fATOMNAYA ENGERGIYA/ / 

00/00/1974, ¥0037,NO003, PP 0260-0263 

THE EFFECT OF GREMMA-RADIATION ON THE 

DECOMPOSITION KINETICS OF AUSTENITE IN 

EI-69 STEEL. 

NTC 75-12978-11F # 


VYUNNIK, I. M. 0000000424933 
/1ATOMNAYA ENERGIYA/?/ 

00/00/1974, ¥0037,NO003, PP 0260-0263 

THE EFFECT OF BETA RADIATION ON THE 

DECOMPOSITION KINETICS OF AUSTENITE IN 

£1 69 STEEL 

C. £. TRANS 6690 


YYUNSH, A. 000000280213 
/PKRASNAYA ZVEZDA// 

13/03/1981,V----,N----, PP 0002 

CANDIDATE SELECTION PROBLEMS VIEWED 4 PP 

JPRS 78893 


VYZHUTOVICH, ¥. 000000084667 
7 KOMSOMOL 'SKAYA PRAVDA/ / 
12/07/1977, V----,N----, PP 0002 


Lo 


USSR GOSSTROY DEPUTY CHAIRMAN COMMENTS ON USSR 
HOUSING 6& PP 


JPRS 69703 

VYZHUTOVICH, V. 000000169736 
/KOSOMOL 'SKAYA PRAVDA// 

24/04/1979, V¥----,N----, PP 0002 


LARGE NUMBER OF BARS AGGRAVATE YOUTH DRINKING 
PROBLEM 7 PP 
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VZHASHCHIK, T. 

f/VOPROSY EKONOMIKI// 
00/03/1978,¥----,NO003, PP 0091-0100 
SOVIET-POLISH ECONOMIC COOPERATION DEVELOPS 13 PP 
FOUO 

JPRS L/7765 # 


VZNUDAYEV, N. A. 

LIPOCHVENNYE KOMBINATSII 1] IKH GENEZIS// 
00/00/1972,V----,N----, 
SPATIAL VARIABILITY OF SOIL MOISTURE AND ITS 
RELATION TO THE PATTERN OF FOREST BIOGEOCENDSIS 
10 PP 

ITC, NTC, NTIS BLLD TT-73-52024 P159-168 


vVZOROV, B. A. 

f¢TRAKTORY I SEL’ KHOZMASHINY// 
00/00/1975,V¥----,NOO11, PP 0011-0014 
DEVELOPMENT OF SCICNTIFIC RESEARCH ON TRACTOR 
ENGINES 11 PP 
GUO 
JPRS L/5800 


vZ0ROV, B. A. 

LA TRAKTORY I SEL’ KHOZMASHINY // 
00/07/1976,V¥----,NQ007, PP 0004-0006 
DEVELOPMENT OF TRACTOR, COMBINE DIESELS 8 PP 
GUO 
JPRS L/6510 


vZOROV, B. A. 

//TRAKTORY I SEL’ KHOZMASHINY// 
00/00/1978, ¥----,NO001, PP 0003-0005 
IMPROVING TRACTOR ANO COMBINE DIESELS 6 PP 
JPRS 70983 


VZOROV, B. A. 

7/TRAKTORY I SEL’ KHOZMASHINA// 
00/00/1978,V¥----,NO008, PP 0016-0019 
PROGRESS IN TRACTOR ENGINE BULDING 9 PP 
JPRS 72311 


VZOROV, BORIS ARKAD' YEVICH 

17FORSIROVANIYE TRAKTORNYKH DVIGATELEY/? 
00/00/1974,V----,N----, PP 0001-0020 
ALSO P_ 152 
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THE BOOSTING OF TRACTOR ENGINES 17 PP 
JPRS 64373 


YZOROV, I. K. 000000224853 
7/JOINT INSTITUT FOR NUCLEAR RESEARCH, DUBNA/?/ 

00/00/0000, V---- ,N4442, 

EMPIRICAL PATHELENGTH-ENERGY RELATIONSHIP FOR 

PROTONS RITH ENERGIES OF 100-100,000 MEV 

NTIS EROA ORNL-TR-2208 


WAACK, WILLIAM 000000182703 

/¢JORNAL DO BRASIL // 
09/08/1979,V----,N----, PP 0022 
DELAYS NORMAL SAYS COMPANY 2 PP 
JPRS 74177 


WAACK, WILLIAM 000000295246 
{/JORNAL OO BRASIL// 

06/01/1982,V¥----,N----, PP 0012 

BRAZILIAN REPORTER CITES “APATHY, RESIGNATION” 

5 PP 

FBIS-EEU-82-005, 8 JAN 1982, VOL. 2, NO. 005 


WAAG, A. i 000000030985 
JISKANDINAVISK TIOSKAIFT FUER FARG OCH LACK// 

00/00/1970, V¥0016,N----, PP 0198-0209 

TENSIDE FOR THE PAINT AND VARNISH INDUSTRY. 

PART 2. WETTING AND DISPERSING 

NTC 75-10495-11C ON LOAN 


WAAS, A. 000000266672 
/ (MATER LALPRUEF UNG / / 

00/00/1977,¥0019,N----, PP 0382-0385 

AUTOMATIC ULTRASONIC TESTING OF NUCLEAR REACTOR 

PRESSURE VESSELS: MODEL FOR RELATING THE PARTIAL 

VOLUME INTEGRATING METHOD WITH EQUIVALENT 

REFLECTOR SIZE 

NTC 79-11326-181 


WAAS, A. 000000194916 


/ {MATER ALPRUF UNG / / 
00/09/1977,¥0019,NO0009, PP 0382-0385 
AUTOMATIC TESTING OF NUCLEAR REACTOR PRESSURE 
VESSELS. MODEL FOR RELATING THE PARTIAL VOLUME 
INTEGRATING METHOO WITH EQUIVALENT REFLECTOR ZIE 
BGC T 4290/B8G/ERS/?7? 


WABER, K. 000000151033 
//TECH.-TECHNISCHE MITTEILUNGEN PTT// 

00/00/1977, ¥0055,NO004, PP 0160-0184 

DIGITAL CONCENTRATOR FOR A PCM TRANSMISSION 

SYSTEM. PART 1. 

NTC 78-10749-17B 


WABERSICH, R. 000000245477 
/ INTERNATIONALE ZEITSCHRIFT DER LANDWIRTSCHAF T// 

00/00/1980, V----,N----, PP 0330-0332 

JUL-AUG 1980 

DEVELOPMENT, FUNCTION OF AGROCHEMICAL CENTERS 

SURVEYED 6 PP 

JPRS 76989 


WABNER, O. W. 000000181912 
LiCHEM, -CHEMIE- INGENIEUR-TECHNIK // 
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00/00/1977, ¥0049,N----, PP 0329-0331 
TECHNICAL LEVEL OF THE DEVELOPMENT OF 
LEAD-OIOXIDE-COATED TITANIUM ANOOES 
NTC 79-11396-07A 


WABUREK, H. 000000101715 
/1STAHL UND EISEN// 

00/00/1972, ¥O092,N0013, 

PREPARATION OF HOT-ROLLEQ PRODUCTS FOR DISPATCH 

WITH SPECIAL REFERENCE TO BAR, PLATE AND ROD 

rBISI 16045 


WACHAL, A. 000000174583 
LINAFTA// 

00/00/1971,¥0027,N----, PP 0198-0203 

SELECTIVE PRECIPITATION AS A METHOD FOR THE 

FRACTIONATION OF ASPHALT-RESIN COMPOUNDS 11 PP 


ATS 77B135P 


WACHE, X. O0OOO0001E1E 
TP IMEMOTRES SCIENTIFIQUES DE LA REVUE DE METALLURGIA// 

00/00/1972, ¥0069,N----, PP 0543-0556 

SOME FEATURES OF THE INSTABILITY OF NICKEL-RICH 

SUPERALLOYS 

NO 7-8 

BISI 12441 


WACHENOORFER, G. 00000001 4623 
/MITTEILUNGEN DER DEUTCHEN LANDWIRTSHAFTS- GEFELLSCHSFT// 

00/00/1962, V¥0032,N----, PP 1089-1092 

AFRICAN SWINE FEVER, A DANGER FOR OUR PIG 

INDUSTRY 

INTIS TT 75-53122 


WACHENOORFER, G. 000000244980 
7 HMONATSCHEF TE FUER TIERHEILXUNDE // 

00/00/1963, ¥0015,NU008, PP 0217-0222 

RELIABILITY OF SPECIFICITY OF THE INTRACUTANEOUS 
TEST OF SARNOWIEC FOR THE DIAGNOSIS OF HOG CHOLERA 
aNTIS TT 80-59301 « 


WACHENOORFER, G. 0000001 98461 
//PRAKTISCHE TIERAERZTLICHES// 

00/00/1971, V0052,NO0013, PP 0612-0614 

ENGLISH TITLE UNKNOHN 6& PP 

USDA NATIONAL ANIMAL DISEASE CENTER 

P.0. NO. 3033-1-5-APHIS 


WACHOWICZ, J. 000000245265 
LI/PRZEGLAD GORNICZY// 

00/00/1977,V¥0033,N----, PP 0283-0285 

THE APPLICATION OF ‘WATER IN OIL’ TYPES OF 

EMULSION AS FIRE RESISTANT HYDRAULIC FLUIDS 

IN MINING 

BLL 9022.38117872) NTC 80-13036-081 


WACHOWICZ, J. 000000220613 
//PRZEGLAD GORNICZY// 

00/06/1977,¥0033,NO006, PP 0283-0285 

THE APPLICATION OF WATER IN OIL TYPES OF EMULSION 

AS FIRE RESISTANT HYDRAULIC FLUIDS IN MINING 

HSE 7872 4 
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/1KOKS, SMOLA, GAZ// 
00/00/1976, V0021 ,NO006, PP 0192-0195 
STUDIES ON NON-REACTIVE OXYGEN GROUPINGS IN 
FOSSIL COALS 
NTC 78-12108-210 


WACHSMUTH, H. 000000005473 
77 JOURNAL DE PHARMACIE DE BELGIQUE// 

00/00/1959, ¥0014,N----, PP 0079-0081 

A NEW COLOR REACTION FOR CAFFEINE 

NASA TT-F-16065 


WACHTEL, C. 000000159123 
1 IDEFENSE NATIONALE/ / 

00/09/1978, ¥0034,N----, PP 0139-0156 

SCOPE AND PROGRESS OF SOVIET ELECTRONICS 

1FSTC SERIAL NO 1307-78 


WACHTER, H. 000000247541 
i HOPPE-SEYLER’S ZEITSCHRIFT FUER PHYSIOLOGISCHE CHEMIE// 

00/00/1979, ¥0360,N----, PP 1957-1960 

INCREASED SECRETION OF NEOPTERIN IN THE URINE OF 

PATIENTS WITH MALIGNANT TUMORS AND VIRAL DISEASES 

NTC 80-13528-06P i] 


WACHUTKA, H. : 000000131632 


(1OPTIK/ A 
00/00/1975, V¥0043,NO0004, PP 0309-0317 
A HOLOGRAPHIC MOIRE METHOD FOR THE DETERMINATION 
OF CONTOUR DIFFERENCES AND DEFORMATIONS 
CSIRO 12376, VOL 3, NO. 6, JUNE 1977 


WACKER, A. 000000239295 
f (ARZNE IMI TTEL-FORSCHUNG / / 

00/00/1978, V¥0028,N----, PP 0347-0350 

ANTIVIRAL EFFECT OF PLANT COMPONENTS. 

COMMUN®ICATION NO. 1. FLAVONOIDS 

NIC 80-11722-060 


WACKER, C. 000000022755 
7 /BUL .-BULLETIN SCHWEIZERISCHER ELEKTROTECHNISCHER VEREIN// 

00/00/1974, ¥0065,NO002, PP 0097-0100 

ELECTRONIC CENTRAL AUTOMATIC UNIT FOR RIPPLE 

CONTROL SYSTEMS 

NIC 75-11134-09C 


WACKER, JEAN-PIERRE 000000216875 
/#STRATEGIE ET DEFENSE// 

00/05/1978,¥----,N----, PP 0055-0058 

ADMINISTRATION OF MARITIME OPERATIONS TO BE 

COORDINATED & PP 

JPRS 72049 


WACKERBAUER, K. 000000215838 
1 /MONATSSCHRIFT FUER BRAUEREI// 

00/00/1978, ¥0031,N----, PP 0182-0184 

BREWERY PRACTICE: PROCESS TECHNOLOGY REDUCTION 

OF THE OXYGEN ABSORPTION ON THE WAY TO FILLING 

BY MEANS OF STORAGE TANK OUTLET DISCS 

NTC 79-13849-07A 


WACKERNAGEL, K. 000000050259 


1 /GALVANOTECHNIK/ / 
00/00/1973, V¥0064 ,N----, PP 0764-0775 
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NEW PROCESSES AND DEVLEOPMENTS IN ELECTRO- 
PLATING TECHNOLOGY 
NTC 75-13206-11F 


WACKERNAGEL, K. 000000015689 
7} GALVANOTECHNIK J / 

00/00/1973, ¥0064,NO009, PP 0764-0775 

NEW PROCESSES ANO DEVELOPMENT IN ELECTRO 

PLATING TECHNOLOGY 

BISI 13092 


WACLAWEK, A. 000000092473 
/ FSLEVARENSTVI// 

00/00/1977, ¥0002,N0025, PP 0047-0052 

OPERATIONAL EXPERIENCE WITH THE DETERMINATION OF 

CAST IRON QUALITY BY MEANS OF COOLING CURVES 

aBISI 15765 


WACLAWEK, A. 000000101574 
H¢SLEVARENSTVI// 

00/00/1977, ¥0025,NO002, PP 0047-0052 

OPERATIONAL EXPERIENCE WITH THE DETERMINATION OF 

THE QUALITY OF CAST IRON BY MEAN OF COOLING CURVES 

BISI 15765 ¢ 


WACLAWEK, A. 000000101761 
1 /SLEVARENSTVI// 

00/00/1977, ¥0025,NO002, PP 0047-0052 

OPERATIONAL EXPERIENCE WITH THE DETERMINATION 

OF THE QUALITY OF CAST IRON BY MEAN OF 

COOLING CURVES 

BISI 15765 


WADA KATSUHIKO 000000241871 
PIKOKURITSU SHINJU KENKYUJO HOKOKU/ / 

00/00/1973,¥0017,N----, PP 2075-2083 

GROWTH OF JAPANESE PEARL CYSTER LARVAE FED WITH 

THREE SPECIES OF MICRO-ALGAE 

NMFS-NOAA ON LOAN 


WADA MASANA 000000030167 
1 FAKARATA/ / 

24/01/1970,V----,N----, PP 0003 

ALSO 26 JAN 1970, P 3, 27 JAN 1970, P 3 

JAPANESE REPORTER DESCRIBES HIS TRIP TO VINH 

LINH 8 PP 

JPRS 49912 


WADA MASANA 000000030168 
11 RKAHATAS / 

00/12/1970,¥----,N----, PP 0010 

7, 8, 10, AND 13TH DEC 1970 

HANOI CORRESPONDENT VISITS NORTHEAST LAOS 5 PP 

JPRS 52339 


WADA, A. 000000162081 


1/TAIKI OSEN KENKYU// 
00/00/1971, ¥0006,NO001, PP 0231 
AUTOMOTIVE EXHAUST GAS POLLUTION OF MAIN 


THOROUGHFARES IN ANGOYA 
NTC-74-11271 


WADA, HARUK! 000000187306 
S(SEKAI// 
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00/08/1978,V¥----,N----, PP 0148-0168 

PANEL OISCUSSES JAPANESE PRESS COVERAGE OF KOREA 
28 PP 

QUO 

JPRS L/8083 


WADA, I. 000000170510 


//NIHON.-NIHON KAKU GAKKAISHI// 
00/00/1972, ¥0020,N----, PP 0661-0663 
HEAT TRANSFER BEHINO A BACKWARD FACING STEP 


HTJPAU 1973 ¥2 N2 P39-42 


WADA, J. 000000216118 
//1GAKU TO SEIBUTSUGAKU/ / 

00/00/1949, ¥0015,N----, PP 0221-0222 

CLINICAL EXPERIMENT OBSERVATIONS ON THE INJECTION 

OF SODIUM AMYTAL INTO THE CAROTID ARTERY 

NIH 3-36-61 4 


WADA, KATSUHIKO 000000184156 
/HKOKURITSU SHINJU KENKYUYO HOKQKU/ / 

00/00/1973, V¥0017,N----, PP 2075-2083 

GROWTH OF JAPANESE PEARL OYSTER LARVAE FED 

WITH THREE SPECIES OF MICRO-ALGAE 

NMFS ON LOAN 


WADA, M. 000000168310 

Z/SEK1YU GAKKAI SHI// 
00/00/1974,V¥0017,N----, PP 0364-0369 
XYLENE ISOMER SEPARATION PROCESSES 
NTC 75-11248-O7A 


WADA, O. 000000022817 
7 NIHON. -NIHON JUNKANKIGAKU-SHI KYOTO// 

00/00/1972, V0036,N , PP 1277-1289 

DIAGNOSIS OF TRICUSPID VALVE PROBLEMS BY ULTRASOUN 

CARDIOGRAM (UGG! ANALYSIS 

NTC 75-10995-06E 4 


WADA, O. 000000238029 
/1SANGYO IGAKU// 

00/00/1977,¥0019,N----, PP 0479-0494 

ASPECTS OF ENZYMATIC TOXICOLOGY OF METALS: A 

REVIEW 

NTC 79-13383-06T 


WADA, S. 000000216119 
ffUTRUSU// 

00/00/1957, V0007,N----, PP 0169-0178 

FLECTRON MICROSCOPIC STUDIES ON MOLLUSCUM 

CONTAGIOSUM 

NIH 7-24-59 
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REFINEMENT”. OOMESTIC RAW MATERIALS 9 PP 

JPRS 79045 


WAMICH, E. 000000058404 
/1GIESSEREI// 

00/00/1975,V0062,N0021, PP 0542-0546 

SYNTHETIC MATERIAL AS BUSTROUS CARBON FORMER: 

EXPERIENCES WITH POLYSTYRENE IN CLAY-BONDED 

MOULDING SANDS 

BISI 14077 


WAN BU 000000309630 
/7CHENG MING// 

01/01/1982,¥----,NO001, PP 0014-0017 

LINKAGE BETWEEN CHINA'S MILITARY OUTLAY, QUALITY 

EXAMINED 7 PP 

JPRS 80367 


WAN DIANWU 000000264841 
//JINGJT YANJIU// 

20/04/1981,V----,N0004, PP 0017-0021 

CALL TO BALANCE COMMODITY SUPPLY, DEMAND 8 PP 
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JPRS 78309 


WAN DI ANWU 000000288549 
//ZHONGGUG CAIMAO BAD// 

29/09/1981 ,V¥----,N----, PP 0003 

EXPERIMENTS IN ECONOMIC RESPONSIBILITY SYSTEM 

REPORTED 4 PP 

JPRS 79653 


WAN GUISHENG 000000232300 
f/JUNGJT GUANLI// 

15/04/1980, ¥----,NO004, PP 0054 

ECONOMIC JOURNAL ON SELECTING CAPABLE CADRES 2 PP 

JPRS 76161 # 


WAN HANZHI 000000254206 
//NONGCUN GONGZUO TONGXUN/ / 

05/10/1980, ¥----,NO010, PP 0025-0028 

EXPERIENCE OF RICH PRODUCTION BRIGADES RECOUNTED 

& PP 

JPRS 77274 


WAN JING 000000297094 
f7JUNGJIT GUANLI// 

15/11/1981,¥----,NOO11, PP 0042-0014 

SUPPLY OF RAW MATERIALS EXAMINED 7 PP 

JPRS 79842 


WAN JINGL] ANG 000000196197 
1 /WEN HUI BAO// 

10/08/1979, ¥----,N----, PP 0003 

SHANGHAI SUBURBS MODERNIZING AGRICULTURE 4 PP 

JPRS 74747 


WAN JUNG 000000194483 
//JTNGJT GUANLI// 

25/08/1979, ¥----,NvOO0B, PP 0026-0029 

JOURNAL STRESSES IMPORTANCE OF SPEEDING UP 

MATERIALS TURNOVER 7 PP 

JPRS 74740 


WAN LI 000000285833 
/1XINGANG WENXUE YUEKAN/ / 

15/07/1981,V----,NOOO7, PP 0012-0017 

WRITERS, ARTISTS URGED TO SERVE MASSES 9 PP 

JPRS 79298 


WAN QUAN 000000220083 
J/LIANONING DAXUE XUEBAO, ZHEXUE SHEHUI BAN// 

00/00/1979, ¥----,NO005, PP 0010-0013 

ELECTION OF PROFESSIONALS TO LEAD 

MODERNIZATION SUGGESTED 6 PP 

JPRS 75610 


WAN XIANG 000000247618 
if JINGJI GUANLI// 

15/11/1980,V----,NO011, PP 0003-0008 

ALSO PAGE 40 

DISCUSSION ON TURNING BUREAUCRATS INTO MANAGERS 

12 PP 

JPRS 77198 


WAN XIAO . 000000232612 
//7HEXUE HANJIU (PHILOSOPHICAL RESEARCH) 00/09/1979, V----,NQ009, PP 0012-0016 
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OIALECTICS ON “UNITY OF OPPOSITES” 10 PP 
JPRS 74875 


WAN XIAO 

(1 ZHEXUE YANJIU// 
00/09/1979, V¥----,NO009, PP 0012-0016 
DIALECTICS ON “UNITY OF OPPOSITES” 10 PP 
JPRS 74875 


WAN, CH'ENG 
(fWEN HUT PAQ// 
04/05/1978, V----,N----, PP 0007 
WRITER LOOKS AT HOW TO SOLVE BORDER DISPUTES WITH 
NEIGHBORS 8 PP 
JPRS 71307 4 


WAN, OJANWU 
JJ JINGIT YANJTU// 
20/04/1979, ¥----,NO004, PP 0050-0051 
"NET QUTPUT VALUE" TO REPLACE GROSS OUTPUT VALUE 
AS ECONOMIC INOICATOR 4 PP 


JPRS 74161 


WAN, LI 

//RED FLAG// 

12/03/1978, V¥----,NO003, PP 0092-0097 
CONSCIENTIOUSLY IMPLEMENT THE PARTY'S ECONOMIC 
POLICY IN THE RURAL AREAS 13 PP 
JPRS 71063 


WAN, SHAN 
//SHEN-CHOU CHU PIEN// 


00/01/1976,¥----,NO001, PP 0180-0194 
KWANGTUNG PROVINCE 4 PP 
JPRS 68861 


WAN, SHIH-CH’ ANG 
//K°O-HSUEH T°UNG-PAO// 
15/10/1977, V¥----,NOO10, PP 0461-0463 
NEW BOOK DISCUSSES EARTHQUAKE ENGINEERING 
FUNDAMENTALS 5 PP 
JPRS 71014 


WAN, SHIH-CH' ANG 

1/K°O-HSUEH T*UNG-PAQ// 
15/10/1977,¥----,NOO10, PP 0461-0463 
PREREQUISITE KNOWLEDGE FOR THOSE ENGAGED IN 
ANTI-QUAKE WORK--INTRODUCING THE BOOK “GENERAL” 
TREATISE ON SEISMIC (CONSTRUCTION! ENGINEERING 
5 PP 
JPRS 71014 


WAN’ ZHOU, ZHANG 


//JTANCHUAN ZHISHI// 
00/02/1979, V----,NOO001, PP 0016-0017 


TYPES, FUNCTIONS OF SHIPBORNE GUIDED MISSILES 
OUTLINED 5 PP 
JPRS 73633 


WANAT, J. 
//PRACE GLOWNEGO INSTYTUTU GORNICTWA, SERIES A, K OMUNIKAT NUMBER THO HUNDERED EIGHTY-FIVE, KATOWICE 
00/00/1962,V----,N----, PP 0003-0022 
THE ACCIDENT RATE DURING VARIOUS PERIODS OF WORK 
IN COLLIERIES 
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000000233152 


0000001 28207 


000000181990 


000000127374 


000000095660 


000000126311 


000000152177 


000000166269 


000000241942 
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HSE 75935 


WANAT, J. 

J/BEZPIECAENSTWO PRACY W GORNICTWE// 
00/00/1973,¥----,NO004, PP 0001-0007 
PARTICIPATION AND ROLE OF THE HUMAN FACTOR IN THE 
ORIGIN OF ACCIDENTS DURING WORK IN THE PIT-COAL 
MINES 
BLLO 8313.4:SMRE 6504 


WANAT, J. 

//BEZPIECZENSTWO PRACY W GORNICTHE// 
00/00/1973,¥----,NOO004, PP 0001-0007 
PARTICIPATION AND ROLE OF THE HUMAN FACTOR IN 
THE GRIGIN OF ACCIDENTS DURING WORK IN THE PIT 
COAL MINES 17 PP 
BLLD 8313.4; SMRE 6504 


WANAT, J. 

//BEZPIECZENSTWO I HYGIENA PRACY W GORNICTWIE// 
00/00/1974,V¥----,N----, 
EXCERPTS FROM THE POLISH BOOK ON “HEALTH AND 
SAFETY IN MINES” 
HSE -7147 


WANAT, J. 

/IPRZEGLAD GORNICZY// 
00/00/1976, VO032,N----. 
WRITTEN TESTS FOR USE IN THE HEALTH ANO 
SAFETY AT WORK TRAINING IN POLISH COAL 
MINES (EXTENSIVE SUMMARY) 
LRPC 4397 


WANAT, J. 
//PRZEGLAD GORNICZY// 
00/00/1976, ¥0032,N0001, PP 0032-0036 
WRITTEN TESTS FOR USE IN THE HEALTH AND SAFETY 
AT WORK TRAINING IN THE POLISH COAL MINES 
NIC 78-10745-081 


WANDOWO, 5. HW. 
//PENENTAUN PERGERAKAN ENDAPAN DENGAN PERUNUT RADIOISOTOP CR51 DIPELABUHAN MINJAK TANJUNG PERIUK// 


00/00/1971,V----,N----, PP 0001-0009 
DETERMINATION OF SEDIMENT MOVEMENTS WITH THE 
RADIOISOTOPE CR 51 IN THE OIL HARBOR OF TANOJUNG 
PERIUK 

NTIS TT 75-55043 


WANDOWO, SOETJIPTO W. 
//BANDAN TENAGO ATOM NASIONAL PUSAT PENELITIAN PS DJUMLAT// 
00/00/1971,V----,N----, PP 0001-0009 
DETERMINATION OF SEDIMENT MOVEMENTS WITH THE 
RADIOISOTOPE CR 51 IN THE OIL HARBOR OF TANDJUNG 
PERIUK 
NTIS TT 75-55043 


WANOROH, MONIKA 

//1PW-BERICHTE// 
00/04/1979, ¥0008,N0004, PP 0028-0034 
PROSPECTS FOR EAST-WEST ECONOMIC COOPERATION 
EXAMINED 14 PP 
JPRS 74023 


WANG AI -WU 
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000000276916 


0000002978933 


000000081041 


000000252317 


000000151040 


000000005660 


000000195345 


000000194702 
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1 IKUANG~MING JIH-PAO// 
15/03/1976, V----,N----, 
CLASS STRUGGLE VS DEVELOPMENT OF PRODUCTIVE 
FORCES 
CMP=SPRCP-76-13 


WANG ANGSHENG 
FIQIXITANG// 
00/04/1978, ¥----,NO004, PP 0026-0029 
SEVERE THUNDERSTORM VERTICAL CURRENTS STUDIED 
9 PP 
JPRS 74138 


WANG ANMIN 

FIXUESHU YANJIU/ / 
00/00/1980, ¥----,NO006, PP 0005-0011 
GUANGOONG'S PROBLEMS IN LIGHT INOUSTRIAL 
DEVELOPMENT AIRED 10 PP 
JPRS 77739 


WANG BAOXING 

7/LIXUE YU SHIJTAN// 
00/05/1980, VO002,N0002, PP 0026-0030 
DOUBLE CANARD AEROQYNAMIC CONFIGURATION 
CHARACTERISTICS DETAILED 10 PP 
JPRS 77886 


WANG SINGNAN 
//GUOSI WENTI YANJIUs/ 


00/07/1981 ,V----,NO001, PP 0027-0029 
KHRUSHVHEV’S ATTEMPTED ARMED INTERVENTION IN 
POLAND RECOUNTED 4 PP 

JPRS 78959 


WANG BINGNAN 
//RENMIN RIBAQ// 
20/01/1982,V----,N----, PP 0003 
RENMIN RIBAO VIEWS WORK STYLE IN FOREIGN AFFAIRS 
3 PP 
FBIS-CHI-82-021, 1 FEB 1982, VOL 1, NO 021 


WANG BINGSHI 
47 JINGJT GUANLI// 
15/07/1980, ¥----,.NO007, PP 0004-0009 
ECONOMIC JOURNAL SUMS UP JIANGSU EXPERIENCE 14 PP 
JPRS 76614 # 


WANG BINGSH! 


7/RED FLAG// 
16/05/1981, ¥----,NOO10, PP 0036-0037 
LEARN FROM SHANGHAI'S ADVANCED EXPERIENCES 4 PP 


JPRS 78543 4 


WANG CE 

#4 JSINGJT GUANLI// 

15/12/1981,¥----,NO012, PP 0031-0032 
“JINGJI GUANLI” ON ISSUANCES OF SHARES 3 PP 
JPRS 79980 


WANG CE 
1/SICHUAN RIBAO// 
31/12/1981 ,¥----,N----, PP 0003 
SLOGAN ON “CONTINUING REVOLUTION” DENOUNCED 3 PP 
JPRS 80227 # 
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000000180663 


000000256729 


000000258643 


000000279984 


000000307056 


000000239106 


000000272074 


000000306871 


000000303828 
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WANG CH’ ANG-YAQ 000000222714 
1/T1-LI CHIH-SHIH// 

00/00/1978,V----,N----, 

NUMBERS 4 ANO 5, APRIL - MAY 1978 

DEVELOPMENTS IN REMOTE SENSING TECHNOLOGY REPORTED 

16 PP 

JPRS 72082 r 


WANG CH'E 000000070998 
Fi JEN-MIN JIH-PAO// 

17/02/1977 ,V----,N----, 

GANG OF FOUR AND INDUSTRIAL RULES AND REGULATIONS 

THE GANG OF FOUR OPPOSES CONTROL, CHECK AND 

SUPPRESSION FOR THE PURPOSE OF FANNING UP ANAR- 

CHISM 6 PP 

SURVEY OF PEOPLE’S REPUBLIC OF CHINA PRESS 

NO. 6312, 1 APR 77, P 158 


WANG CH’E 000000062263 
1/JEN-MIN JIH-PAQ// 

17/02/1977,¥----,N----, PP 0158-0163 

GANG OF FOUR AND INDUSTRIAL RULES AND REGULATIONS 

NO 6312, 1 APRIL 1977 

SURVEY OF PEOPLE'S REPUBLIC OF CHINA PRESS # 


WANG CH’ IEN 000000077285 
/7HUNG-CH' 1 // 

02/06/1977,¥----,NO006, PP 0033 

A GREAT GUIDE FOR SOCIALIST REVOLUTION AND 

CONSTRUCTION IN CHINA'S AGRICULTURE 

SELECTIONS FROM PEOPLE'S REPUBLIC OF CHINA 

MAGAZINES NO. 931 24 JUNE 77 PP 1-10 


WANG CH’ UN-LAN 000000213781 
7 1HUNG-CH* IT (RED FLAG) // 

00/01/1976,¥----,NO001, 

THE EDUCATIONAL REVOLUTION IS EXCELLENT 

PRCM- 76-3 


WANG CHANGBO 000000294368 
1/GONGSHE CAIWU// 

06/08/1981,V----,NOOOB, PP 0014-0022 

VICE MINISTER OF AGRICULTURE OUTLINES ACCOUNTING 

PROCEDURES 10 PP 

JPRS 79501 


WANG CHANGSHENG 000000226232 
7#REO FLAG// 

01/05/1980, ¥----,NO009, PP 0027-0028 

TAKE COMPREHENSIVE MEASURES TO SOLVE THE PROBLEM 

OF URBAN HOUSING 5 PP 

JPRS 75983 


WANG CHANGYAO 000000256118 
/4ZTRAN ZIYUAN// 

06/03/1980, V----,NO002, PP 0066-0076 

GROUND-BASED MULTISPECTRUM PHOTOGRAPHY TESTED 

16 PP 

JPRS 77636 


WANG CHAO 000000298316 
{/RENMIN RIBAO// 

03/11/1981,¥----,N----, PP 0005 

ARTICLE DISCUSSES RETIREMENT IN ANCIENT CHINA 3 PP 
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FBIS-CHI-81-217 10 NOV 1981 VOL 1 NO 217 


WANG CHAO 000000289654 
/7RENMIN RIBAO/ / 

13/11/1981,V----,N----, PP 0005 

RENMIN RIBAO ON ASSESSMENT OF FEUDAL OFFICALS 3 PP 

FBIS-CHI-81-227, 25 NOVEMBER 1981, VOL 1, NO 227 # 


WANG CHAO 000000295440 
//RENMIN RIBAO// 

04/01/1982,¥----,N----, PP 0005 

RENMIN RIBAO DISCUSSES MING ADMINSTRATION 3 PP 

FBIS-CHI-81-012, 19 JAN 1982, VOL 1, NO 012 


WANG CHENGGUI 000000281835 
77ZHONGGUO JINRONG/ / 

04/07/1981, V¥----,NOOQ7, PP 0045-0046 

ROLE OF BANK OF CHINA FOREIGN EXCHANGE LOANS 

DESCRIBED 4 PP 

JPRS 79032 


WANG CHENGLONG : 000000244631 
1 /ZHEJTANG RIBAO// 

06/09/1980,V----,N----, PP 0003 

RESEARCH, APPLICATION OF QUANTITATIVE ECONOMICS 

STRESSED 3 PP 

JPRS 76913 


HANG CHENGREN 000000294002 
/1GUANGMING RIBAO// 

23/11/1981,¥----,N----, PP 0003 

GUANGMING RIBAO ON WESTERNIZATION ADVOCATES 6 PP 

FBIS-CHI-81-237, 10 DEC 81, VOL 1, NO 237 ” 


WANG CHENGYAOD . 000000294597 
/1ZHONGGUO CAIMAQ BAOQ// 

20/10/1981, V----,N----, PP 0003 

STATE-RUN ENTERPRISES INCOME DISTRIBUTION 


SYSTEM DISCUSSED 3 PP 
JPRS 79762 


WANG CHI-SHENG 0000002637593 
//KUANG MING JIP PAO// 

12/29/1975,V¥----,N----, 

ACUPUNCTURAL ANESTHESIA 

CMP SPACP 76-1 NO 6011 


WANG CHIEN 000000279237 
111K KUNG PAO// 

24/08/1981, V----,N----, PP 0002 

PEARL RIVER OIL PROSPECTING 5 PP 

JPRS 78927 


WANG CHIN-L ING 000000148145 
/1CHIH WU FEN LEI HSUEH PAO// 

00/00/1976,V¥0014,NO001, PP 0022-0030 

CLASSIFICATION OF SOYBEANS 

NRCC C-19691 


WANG CHUN-SHAO 000000077298 


17 JEN-MIN JIH-PAQ// 
09/05/1977,V----,N----, 
VIGOROUSLY BUILD SOCIALISM TO PUSH STEEL INDUSTRY 
FORWARD 
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CURRENT BACKGROUND NO. 1064 17 JUN 77 PP 16-24 4@ 


WANG CHUNG-HAO 000000030121 
/1ACTA METEOROLOGICA SINICA// 

00/11/1965, V0035,N0004, PP 0399-0407 

A METHOO OF SETTING UP FINITE-OIFFERENCE SCHEMES 

FOR PREDICTION EQUATIONS 

AFCRL 


WANG CHUNG-HAO 0000000301 22 
Af ACTA METEOROLOGICAL SINICA// 
00/11/1965, ¥0035,N0004, PP 0528-0530 


A NOTE ON THE APPLICATION OF SUCCESSIVE APPROXI 
MATION IN NUMERICAL WEATHER PREDICTION 


AFCRL 


WANG CONG 000000256056 
//GUANGMING RIBAO// 

08/02/1981,V----,N----, PP 0003 

PROPOSALS FOR STRENGTHENING INFORMATION 

WORK IN SOCIAL SCIENCE 3 PP 

JPRS 77668 


WANG CONGWU 000000298763 
/RENMIN RIBAO/ / 

13/05/1981, V----,N----, PP 0003 

RENMIN RIBAO VIEWS RECTIFYING PARTY STYLE 4 PP 

FBIS-CHI-81-096, 19 MAY 1981, VOOL 1, NO 096 


WANG DAAN 000000233650 
PP JINGST YANJIU// 

20/01/1980,¥----,NOOO1, PP 0011-0016 

NEED FOR OVERALL BALANCE IN NATIONAL ECONOMY 

STRESSED 12 PP 

JPRS 76131 


WANG DAQHAN 000000272343 
HISHIJIE JINGII// 
10/05/1981,¥----,NO005, PP 0054-0055 


PRC JOURNAL ON SHANGHAI ECONOMY, FOREIGN TRADE 
4 PP 
JPRS 78511 


WANG DAY ING 000000263353 
//HEBEL RIBAO// 

10/03/1981,¥----,N----, PP 0002 

BEIJING MUNICIPAL LIVESTOCK BUREAU ANSWERS 

QUESTIONS ON QUAIL RAISING 3 PP 

JPRS 78294 


WANG DE 000000240091 
(/ZHEJTANG RIBAO// 

04/07/1980,V¥----,N----, PP 0001 

ZHEJIANG FOLLOWS PRACTICAL COURSE TO SPEED UP 

POWER CONSTRUCTION 2 PP 

JPRS 76505 


WANG DE 000000274581 
//YANGCHENG WANBAQ/ / 

17/06/1981, V----,N----, PP 0002 

GUANGDONG PARTY LEADER SPEAKS ON IMPORTANCE OF 

PARTY HISTORY 5 PP 

JPRS 78733 
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WANG DE-KUAN 000000030097 


/1ACTA GEOOETICA ET CARTOGRAPHICS SINICA// 
00/05/1966, ¥0009,NO002, PP 0144-0150 
AN AUTOMATIC RECORDING DEVICE FOR USE WITH THE 
STEREO-CPMPARATOR 
AFCRL 


WANG DEMIN 000000274462 
7 SHUIWENDIZHI] GONGCHENGDI ZHI // 

15/03/1981,¥----,NQ002, PP 0008-0010 

ENGINEERING APPROACH TO NUCLEAR POWER SITE 

CONSTRUCTION 7 PP 

JPRS 78684 


WANG DI ANCHEN 000000285904 
/1DAZHONG RIBAO// 

27108/1981,V----,N----, PP 0003 

BUMPER COTTON HARVEST SHOWS CORRECTNESS OF PARTY 

LINE 3 PP 

JPRS 79287 


WANG DINGYONG 000000236881 
T/JTLIN DAXUE SHEHUI KEXUE XUEBAO// 

00/00/1980, ¥----,NO002, PP 0021-0029 

STEEL INDUSTRY'S ROLE IN NATIONAL ECONOMY 

DISCUSSED 15 PP 

JPRS 76447 


WANG EN | 000000201615 


11 ZHENGMING/ / 
01/11/1979, ¥----,NO025, PP 0028-0029 
"UNTIMELY' SENTENCE TOC SEVERE 4 PP 
JPRS 74910 


HANG PARA! 000000205007 
/1ZHONGGUO GINGNIAN BAO// 

06/10/1979, V¥----,N----, PP 0001 

WUHAN MUNICIPALITY PROMOTES MORAL EDUCATION OF 

YOUTH 3 PP 

JPRS 74922 


WANG FEI 000000286231 
//RENMIN RIBAO/ / 

08/06/1980,V----,N----, PP 0004 

RENMIN RIBAO PRAISES GENG BIAO'S U.S. VISIT 3 PP 

FBIS-PRC-80-119 18 JUN 1980 VOL 1 NO 119 


WANG FEI 000000311342 
/1RENMIN RIBAO// 

19/07/1980, V----,N----, PP 0007 

RENMIN RIBAO VIEWS REPUBLICAN PARTY CONVERTION 

3 PP 

FBIS-PRC-80-144, 24 JULY 1980, VOL 1, NO 144 


WANG FE} 000000299463 


//RENMIN RIBAO// 
16/08/1980, V¥----,N----, PP 0007 
RENMIN RIBAO REVIEWS KENNEDY-CARTER CONVENTION 


CONTEST 3 PP 
FBIS-PRC-80-162, 19 AUG 1980, VOL 1, NO 162 


WANG FEILUN | 000000284444 
FINANJING GONGXUE YUAN XUEBAO// : 


00/06/1979, V----,NOQ02, PP 0081-0090 
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CALCULATION OF THE RIGIDITY OF THE FLEXIBLE 
SUSPENSION IN A DYNAMICALLY TUNED GYRO 13 PP 
JPRS 77572 


WANG FENG 000000257455 
/HEBET RIBAO/! 

05/01/1981,¥----,N----, PP 0002 

NEW RESPONSIBILITY SYSTEM SEEN AS STRENGTHENING 


COLLECTIVE ECONOMY 7 PP 
JPRS 77394 


WANG FENGLIN 000000191025 


/¢JINGJIT GUANLI// 
25/07/1979, ¥---- ,NOOO7, PP 0033-0034 
PRC ECONOMIC JOURNAL ON SURPLUS RURAL LABOR 4 PP 
JPRS 744% 


WANG FURANG 000000176583 
//CAIWU YU KUAIJI// 

20/03/1979, ¥----,NOOO3, PP 0018-0021 

INCREASE IN ECONOMIC EFFECTIVENESS OF IMPORTED 

TECHNOLOGY NEEDED 9 PP 

JPRS 74003 


WANG FURANG 000000193538 
HICAIWU YU KUAIJI// 

20/07/1979,V----,NOOO7, PP 0020-0022 

CAPITAL CONSTRUCTION INVESTMENT DISCUSSED 7 PP 

JPRS 74665 


WANG FURANG 000000191116 
(7 JINGJIT GUANLI// 

25/07/1979, V¥----,N----, PP 0006-0010 

PRC JOURNAL DISCUSSES CAPITAL CONSTRUCTION 


LOANS 8 PP 
JPRS 74475 


WANG FURU 000000283937 


FIXIN SHIQI// 
00/05/1981,V----,NO005, PP 0002-0004 

HISTORICAL STUDY, CORRECT CONCEPT OF PARTY URGED 
5 PP 

JPRS 79140 


WANG GANCHANG 000000247633 
/7RED FLAG/?/ 

01/11/1980,V----,NOO021, PP 0042-0047 

DEVELOPMENT OF NUCLEAR POWER GENERATION IS ONE 

WAY TO SOLVE THE ENERGY PROBLEM 9 PP 

JPRS 77195 


WANG GANME I 000000272339 
11 JINGJT YANJIUS/ 

20/04/1981, V----,NO004, PP 0071-0073 

“JINGJIT YANJIU’ ON FOREST ECOLOGY, AGRICULTURE 

5 PP 

JPRS 78511 


WANG GANYI | 000000248692 
4/4 JSINGJI YANJIUs + : 


20/11/1980,¥----,NOO11, PP 0059-0064 
PRC JOURNAL ON DUALITY OF COMMODITY, LABOR 8 PP 
JPRS 77302 
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WANG GONX1 000000272168 
FIL TAONING RIBAOS/ 

21/05/1981,¥----,N----, PP 0003 

DISILLUSIONEO WHITH MORTAL WORLD’ CRITICIZED 5 PP 

JPRS 78576 # 


WANG GUANGHE | 000000265686 
7/GONGREN RIBAQ// 

14/07/1980, ¥----,N----, PP 0003 

WANG GUANGMEI PRAISES AN ZIWEN, CRITICIZES KANG 

SHENG 4 PP 

FBIS-PRC-80-152 5 AUG 1980 VOL 1 NO 152 


HANG -GUTCHEN : 000000180408 
17 SINGST GUANLI// | 

00/03/1979, ¥----,NOOO3, PP 0027-0028 

SOLUTIONS FOR OFFSHORE FISHERY RESOURCE 

PROBLEMS DISCUSSED 4 PP 

JPRS 74087 


WANG GUICHEN 000000255069 
#4 JINGJI YANJTU// 

20/01/1981, V----,NOO01, PP 0064-0067 

FIXING OUTPUT GUOTAS FOR HOUSEHOLDS EXAMINED 10 PP 

JPRS 77665 # 


WANG GUIWU 000000281156 
/RENMIN RIBAO// 

14/09/1981,V¥----,N----, PP 0005 

CONSIDERATION OF CIRCUMSTANCES SAID IMPORTANT IN 

LAW ENFORCEMENT 3 PP 

JPRS 79194 


WANG GUIWU 000000301417 
/1RED FLAG// 

16/12/1981 ,V¥----,N0024, PP 0031-0033 

FIRMLY AND CORRECTLY CARRY OUT THE POLICY OF 

DEALING HEAVY AND SWIFT BLOWS ACCORDING TO LAW 4 

JPRS 80210 


WANG GUIXIU 000000190830 
//GUANGMING RIBAO// 

07/11/1979,V¥----,N----, PP 0003 

GUANGMING RIBAO DISCUSSES CLASS STRUGGLE, 

CONTRADICTIONS 4 PP 

FBIS-CHI-79-222 15 NOV 1979 VOL 1 NO 222 


WANG GUIXIU 000000207530 
!fHONGOI// 

16/01/1980, V¥----,N----, PP 0016-0022 

HONGGI DISCUSSES INNER-PARTY PEACE DEFENDS 

LIU SHAOGI 6 PP 

FBIS-CHI-80-023 1 FEB 1980 VOL 1 NO 023 


WANG GUIXIU 000000299813 
7/RENMIN RIBAO// 

22/08/1980,V¥----,N----, PP 0005 

RENMIN RIBAO: PUBLISH ACCURATE HISTORICAL 

DOCUMENTS 3 PP 

FBIS-PRC-80-170 29 AUG 1980 VOL 1 NO 170 


WANG GUIXIU 000000308544 


/IRENMIN RIBAO// 
16/03/1982, V----,N---- 
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RENMIN RIBAO ON REVIEWING MAO'S “ON PRACTICE” 5 PP 
FBIS-CHI-82-057, 24 MAR 1982, VOL. 1, NO. 05? # 


WANG GUOXING 000000279955 
1 /KEXUEXUE // 

00/00/1981,¥----,NO0003, PP 0023-0024 

METHOD OF TECHNICALLY EVALUATING ECONOMIC 

PROJECTS DESCRIBED 5 PP 

JPRS 78955 


WANG HAIBO 000000256108 
ff JSINGJI YANJIU/S/ 

20/12/1980,¥----,NO012, PP 0017-0023 

PRC JOURNAL ON PRODUCTION AIMS OF STATE 

ENTERPRISES 11 PP 


JPRS 77685 


WANG HAN 000000257459 
//WEN HUI BAO// 

20/12/1980,¥----,N----, PP 0003 

PATRIOTISM, FAITH IN CHINA’S FUTURE URGED 3 PP 

JPRS 77401 


WANG HAN 000000293398 


/iWEN HUI] BAOs/ 
03/10/1981,V----,N----, PP 0003 
UNJUST CRITICISM OF ADVANCED WORKERS DECRIED 4 PP 


JPRS 79615 4 


WANG HONGCHANG 000000270277 
//BETJING RIBAO// 

20/03/1981, ¥----,N----, PP 0003 

LIMITS TO FREEDOM OF SPEECH DISCUSSED 5 PP 

JPRS 78450 


WANG HONGMO 000000294467 
(7RED FLAG// 

01/11/1981,¥----,NOO21, PP 0039-0041 

WHY 1S THE 3D PLENARY SESSION OF THE 11TH CCP 

CENTRAL COMMITTEE, AND NOT THE DOWNFALL OF THE 

‘GANG OF FOUR' TAKEN AS A GREAT TURNING POINT 

IN HISTORY? 3 PP 

JPRS 79794 


WANG HS] 000000263791 
{/LI-SHIH YEN-CHIU (HISTORICAL RESEARCH) // 

20108/1976,V----,NO004, 

IMPERIALIST ECONOMIC AGGRESSION AS SEEN FROM THE 

BRITISH-AMERICAN TOBACCO COMPANY 29 PP 

13 DEC 1976, NO 9302 

SELECTION FROM PEOPLE'S REPUBLIC OF CHINA 


MAGAZINES 76-39 


WANG HUAINING ; 000000274141 
/#RED FLAG// 

01/06/1981,V¥----,NO011, PP 0044-0048 

INFLATION IN POSTWAR IMPERIALIST COUNTRIES 9 PP 

JPRS 78661 


WANG HUANXIAQ | 000000262194 
H/HUANJING // 

00/00/1981,¥----,NO001, PP 0020-0021 

DROUGHT, FLOODING INCREASING IN YUNNAN 3 PP 

JPRS 77832 
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WANG HUI-TE 000000063934 
F/ JEN-MIN JIH-PAO// 

26/01/1977, V¥----,N----, 

A COUNTER-REVOLUTIONARY CHARLATAN PP 44-52 

SURVEY OF PEOPLE'S REPUBLIC OF CHINA PRESS 

NO. 6276 8 FEB 77 


WANG HUI-TE ooooc00ss5s49 
77 JEN-MIN JSITH-PAO/? 

26/01/1977,V¥----,N----, 

CRITICISM OF CHANG CH'UN-CH' IAD 9 PP 

8 FEBRUARY 1977 NO 6276 

SURVEY OF PEOPLE’S REPUBLIC OF CHINA PRESS-77-6 # 


WANG HUI-TE 000000077326 
HE JEN-MIN JIH-PAQ// 

26/05/1977,V¥----,N----, 

WHY DID CHANG CH'UN-CH'IAQ MAKE A GREAT FUSS ABOUT 

THE QUESTION OF SYSTEM OF OWNERSHIP 

SURVEY OF PEOPLE'S REPUBLIC OF CHINA PRESS 

NO. 6357 9 JUN 77 PP 156-162 


WANG HUIDE 000000300024 
/RENMIN RIBAO// 

30/06/1980, Y----,N----, PP 0005 

RENMIN RIBAO DISCUSSES PURPOSE OF SOCIALIST 

PRODUCTION 4 PP 

FBIS-MEA-80-140, 18 JULY 80, VOL 5 NO 140 


WANG HUIMING 000000203454 


7/J1EFANG RIBAO// 
17/10/1979, ¥----,N---~, PP 0001 
TV INTEGRATED CIRCUITS SUCCESSFULLY DEVELOPED 1 PP 


JPRS 74784 # 


WANG JIAFU 000000193613 
JI ZHEXUE YANJIU// 

00/08/1979, ¥----,NOO008, PP 0006-0013 

PROMOTING DEMOCRACY, ESTABLISHING SOUND JUDICIAL 

SYSTEM URGED 14 PP 

JPRS 74694 


WANG JIALIANG 000000313340 
//RENMIN RIBAOQ// 

09/04/1982,¥----,N----, PP 0005 

RENMIN RIBAO URGES ATTENTION TO LANO PROBLEMS 3 PP 

FBIS-CHI-82-073, 15 APR 1982, VOL 1, NO 073 # 


WANG JIAN 000000172511 


/IWEN HUI BAOs/ 
05/04/1979,¥----,N---~, PP 0002 
PUBLIC ORDER MEASURES EXPLAINED, POPULAR SUPPORT 
URGED 5 PP 
JPRS 73862 


WANG JIAN 000000189864 
H/JTEFANG RIBAQ// 

05/04/1979, V----,N----, PP 0002 

NECESSITY TO MAINTAIN ORDER IN SHANGHAI EXPLAINED 

JPRS 73941 # 


a 000000275461 
//RENMIN RIBAO// 
12/07/1980, ¥----,N---- 


APPROVED FOR RELEASE: 2005/08/08 CIA-RDP91-00929R000101210012-4 
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RENMIN RIBAO ON IMPORTANCE OF INVESTIGATION 
STUuOY IN ARMY 4 PP 
FBIS-PRC-80-145 25 JUL 80 VOL 1 NO 145 


WANG J] ANHUI 000000191440 
/1NANFANG RIBAO// 

18/09/1979, V----,N----, PP 0002 

GUANGZHOU UNITS DISCUSS CRITERION OF TRUTH IN 

LEADERSHIP CADRES STUDY CLASSES 2 PP 

JPRS 74611 


WANG JIANMING 000000239893 
1 /NANFANG RIBAQ// 

11/07/1980,V¥----,N----, PP 0002 

DEVELOPMENT OF SUGARCANE INDUSTRY DISCUSSED 5 PP 

JPRS 76679 


HANG eae 000000246031 
11ZHEJTANG RIBAO// 

07/10/1980,¥----,N----, PP 0004 

COLUMN ON REEDUCATION IN HISTORICAL MATERIALISM 

LAUNCHED 5 PP 

JPRS 77074 


WANG JIAYANG 000000260700 
1/Z7HEJTANG RIBAOQ/?/ 

15/03/1981,¥----,N----, PP 0003 

ALLEGIANCE TO MARXIST THOUGHT, PARTY LEADERSHIP 

VITAL 5 PP 

JPRS 78012 


WANG JIBO 000000310351 
11 SINGJI GUANLI// 

15/02/1982, V----,NO002, PP 0008-0010 

“JINGJI GUANLI” DISCUSSES ENTERPRISE 

REORGANIZATION 6 PP 

JPRS 80639 


WANG JIENAN 000000278576 
17WEN HUI BAO// 

17/07/1981 ,¥----,N----, PP 0003 

SIGNIFICANCE OF RECENT PARTY PLENUMS POINTED OUT. 

THIRD PLENUM A TURNING POINT 3 PP 

JPRS 78995 


WANG JIENAN 000000283441 
1 (WEN HUI BAO// 

17/07/1981, V----,N----, PP 0003 

SIGNIFICANCE OF RECENT PARTY PLENUMS POINTED OUT, 

THIRD PLENUM A TURNING POINT 3 PP 

JPRS 78995 


WANG JJNCUAN 000000220290 


PPSHIJTE JINGJI// 
10/10/1979,¥----,NOO10, PP 0050-0056 
TECHNOLOGY, MANAGEMENT OF ENTERPRISES 
SAID BACKWARD 13 PP 
JPRS 75608 


WANG JIYE 000000191597 
11 JINGJL JANJTUS/ 

20/08/1979, V----,NOO008, PP 0076-0080 

PRODUCTIVITY OF CONCRETE LABOR AND THAT OF LIVING 
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JPRS 74561 


WANG JIYE 
f/RENMIN RIBAO// 
23/12/1980,V----.N----, PP 0005 
RENMIN RIBAO ARTICLE ON READJUSTMENT POLICY 
FBIS-CHI-81-003, 6 JAN 1981, YOL 1, NQ 003 


WANG JIYE 
FA JINGJI YANJIU// 
20/01/1981,¥----,NOO01, PP 0003-0010 
PRC ECONOMIC JOURNAL ON ECONOMIC READJUSTMENT 
13 PP 
JPRS 78227 


WANG JIYE 

//RED FLAG/#/ 

16/02/1981 ,V¥----,NO004, PP 0002-0006 
READJUSTMENT AND OVERALL BALANCE 8 PP 
JPRS 77881 


WANG JIYE 

/7SINGJI YANJTU// 
20/09/1981,¥----,NOOO9, PP 0022-0029 
OIFFERENCE BETWEEN PRODUCTIVE AND NONPROOUCTIVE 
LABOR UNDER SOCIALIST SYSTEM 114 PP 

JPRS 79460 


WANG JONGCHANG 

71ZWONGGUO GINGNIAN BAO// 
07/02/1981,V¥----,N----, PP 0002 
ZHONGGUO GINGNIAN BAO ON BUREAUCRATIST CLASS 4 PP 


FBIS-CHI-81-035, VOL 1, NO 35 4 


WANG JUE 
FRED FLAG// 
16/11/1980, V----,Nv022, PP 0015-0018 
BOLDLY SELECT OUTSTANDING PERSONS FROM AMONG 
INTELLECTUALS 6 PP 
JPRS 77259 


WANG JUE 
ffRED FLAG// 
01/04/1981, V¥----,NQ007, PP 0018-0024 
ON THE LEI FENG SPIRIT 10 PP 
JPRS 78191 


WANG JUE 
+ /RENMIN RBAOQ// 
20/10/1981,V----,N----, PP 0005 
RENMIN RIBAO ON AGRICUL TURE- INDUSTRY RELATIONSHIP 
3 PP 
FBIS-CHI-81-210, 30 OCTOBER 1981, VOL 1, NO 210 # 


WANG JUNG-SHU 
7 #KUANG-MING JIH-PAQ// 
20/06/1976,Y----,N----, PP 0007 
PROLETARIAN CULTURAL REVOLUTION 7 PP 
23 JULY 1976, NO 6142 
SURVEY OF PEOPLE'S REPUBLIC OF CHINA PRESS-76-29 & 


WANG JUNY] 


7 TRENMIN RIBAO// 
03/11/1980, V----,N----, PP 0005 
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000000287842 


000000261820 


000000262307 


000000291607 


000000284368 


000000250298 


000000301979 


000000292023 


000000155313 


000000272995 
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RENMIN RIBAO CARRIES APPRAISAL OF TAN SITONG 3 PP 


FBIS-CHI-80-223, 17 NOV 1980, VOL 1, NO 223 « 2 

HANG JUYAN 000000239172 
1 IDAZHONG RIBAD// 

16/08/1980, ¥----,N----, PP 0001 

SHANOONG PUTS CIVIL DEFENSE PROJECTS TO PEACE TIME 

USE 3 PP 

JPRS 76609 4 

WANG KANGMOU 000000256304 


FIKEXUE SHIYAN// 
00/00/1980, V----,NO008, PP 0012-0013 
ALSO P 39 
SOLAR ENERGY POTENTIAL OF SALT LAKES EXPLORED 5 PP 
JPRS 77615 ‘ 


WANG KE 000000244564 
}/RENMIN RIBAO// 

15/09/1980, V----,N----, PP 0005 

SOLUTIONS OFFERED FOR SURPLUS RURAL MANPOWER 

PROBLEM 8 PP 

JPRS 76998 


WANG KE 0000002930572 


7 /XINHUA RIBAO// 
14/08/1981,V----,N----, PP 0003 
EMERGENCE OF NATIONALIST CAPITALIST INOUSTRIES 
LIMNED 3 PP 
JPRS 79226 F 


WANG KE JUN 000000233763 
J IF AXUE YANJIU// 


23/02/1980,V----,N----, PP 0017-0020 
PRIMER ON INTERNATIONAL LAW AND STATE SOVEREIGNTY 
7? PP 


JPRS 76141 ¢ 


WANG KEZHONG 000000256133 
1 1FUOAN XUEBAO/ / 

20/01/1981, V----,NO001, PP 0101-0107 

PROBLEMS IN AGRICULTURAL MODERNIZATION OF JIADING 

COUNTY INVESTIGATED 12 PP 

JPRS 77642 # 


WANG KUE! 000000093222 
1 /HABG J'UNG CHIH SHIH// 

00/00/1976, ¥----,NO003, PP 0005-0007 

CANNON-LAUNCHED GUIDED MISSILE 9 PP 

GUO COPYRIGHT MATERIAL OTHERS REFER TO 

FTD/STINFO 

AIR FID S0(RS11-1716-76 


WANG KUO-F AN 000000028389 
1 PHUNG-CH'T// 

01/05/1975, ¥----,NQQ05, 

MAINTAIN ANO CARRY FORWARD THE PAUPERS 


SPIRIT 
PEOPLE'S REPUBLIC OF CHINA MAGAZINES MAY 27, 1975# 


WANG KUO-LIANG 000000292783 


}1WHUA HSUEH TUNG PAQ/? 
00/00/1977,V¥----,NOO0S, PP 0280-0290 


REACTION AND SYNTHESIS OF ORGANOPHOSPHORUS 
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COMPOUNDS 
sFSTC SERIAL NO. 935-80 


WANG KUO-LTANG 000000295890 
1 /HUA HSUEH TUNG PAQ// 

00/00/1977,V----,NO005, PP 0280-0290 

REACTION ANO SYNTHESIS OF ORGANOPHOSPHORUS 

COMPOUNDS 

sFSTC SERIAL NO 935-80 


WANG LEIBAO 0000001922093 
1 /RENMIN RIBAO/ / 

23/06/1979, V----,N----, PP 0002 

PROBLEM OF SLOW PADDY FIELD MECHANIZATION IN 

SOUTH ANALYZED 4 PP 

JPRS 74603 


WANG LETWANG 000000302336 
1/Z7HONGGUO CAIMAQ BAQ// 

01/12/1981,V----,N----, PP 0003 

EXPLORATION FOR THEORY ON CHINA’S FOREIGN 

TRADE OISCUSSED 3 PP 

JPRS 80083 


WANG L1 : 000000275418 


11Z7HONGGUO YUWEN/ / 
00/00/1979, ¥----,NO004, PP 0282-0286 
SEVERAL PROBLEMS IN THE ANALYSIS OF THE 
PRONUNCIATION OF MODERN CHINESE 
DIA LN 206-80 


WANG LI 000000254993 


/THALYANG (OCEANS) // 
1§/09/1980,¥----,NO009, PP 0025-0026 
MULTIPLEX PHOTOGRAMMETRY - A NOVEL RECONNOITRE 


5 pp 
CSO: 8111/0570-81-LOMPLETED SPECIAL 


WANG LI! 000000289162 
//SHANXI RIBAO// 

00/00/1981,V¥----,N----, 

27, 30 AUG, 3 SEP 1981 

METHODS OF IMPROVING SOIL CONDITIONS DESCRIBED 

& PP 

JPRS 79642 


WANG LI ANF ANG 000000306357 
1/YUNAN RIBAO// 

04/11/1982,V¥----,N----, PP 0001 

ALSO PAGE 3 

REPORT ON YUNAN MINORITIES WORK, SUGGESTIONS 

FOR FUTURE 13 PP 

JPRS 80293 


WANG LIE 000000238141 
J+Z7HESITANG RIBAOD// 

11/07/1980,V¥----,N----, PP 0001 

COST ACCOUNTING SYSTEM LOWERS PRODUCTION 

EXPENDITURES & PP 

JPRS 76476 


WANG LIEN-SHENG 000000213782 
+7 HUNG-CH'IT «RED FLAG) // 
01/08/1976, V---- ,NOOO8 
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BE A PROMOTER OF RESTRICTING BOURGEOIS RIGHTS 
5 Pp 

AUG 30 - SEP 7, 1976, NOS. 886-887 

PRCM- 76-26 


WANG LIFENG 000000264006 


17 JTEFANGJUN/ / 
15/08/1979, V----,N----, PP 0002 
JI'NAN UNIT FORMS COMPLETE SET OF TRAINING 


PROGRAMS 3 PP 


QUO 
JPRS £/9786 


WANG LILI 000000257943 
/INANFANG RIBAOQ// 

16/02/1981,¥----,N----, PP 0001 

STRENGTHENING OF IDEOLOGICAL-POLITICAL WORK 

STRESSED 3 PP 

JPRS 77764 


WANG LIMIN 000000243203 
11 JIEFANGJUN HUABAO// 

00/00/1980, V¥----,NOO10, PP 0012 

ORGANIZE TRAINING FROM THE NEEDS OF ACTUAL COMBAT 

4 pp 

JPRS 76821 # 


WANG LIMING 000000306352 
LIF AXUE YANJIU// 

00/00/1981, V¥----,NO006, PP 0016-0017 

LEGAL SYSTEM, SPIRITUAL CIVILIZATION SAIO 

MUTUALLY SUPPORTING 3 PP 

JPRS 80293 


WANG MAO J] 000000288902 


/1WUTAN YU HUATAN// 
00/08/1981, ¥0005,NV004, PP 0193-0204 


ALSO PAGE 220 
DEEP-CRUST GEOLOGICAL STRUCTURES IN CHINA 


DESCRIBED 6 PP 
JPRS 79453 


WANG MENG - JUE I 000000064033 
}IKUANG-MING JIH-PAO/ / 

30/03/1977,V----,N----, PP 0001-0008 

GANG OF FOUR ANO ENTERPRISE MANAGEMENT 

NO 6321, 18 APRIL 1977 

SURVEY OF PEOPLE'S REPUBLIC OF CHINA PRESS 


WANG MENG-KUE 1 000000069191 
7 KUANG-HING JIH-PAQ// 

30/03/1977, V----,N----, 

NATIONAL, GANG OF FOUR AND ENTERPRISE MANAGEMENT 

7 PP 

SURVEY OF PEOPLE'S REPUBLIC OF CHINA PRESS 

NO. 6321, 18 APR 77 


WANG MENGGU! 000000280928 
//REO FLAG// 

01/08/1981,V¥----,NO015, PP 0033-0040 

EXPLORING THE ROAO OF OUR COUNTRY’S SOCIALIST 

CONSTRUCTION 13 PP 

JPRS 73063 
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WANG MENGKUI 000000172414 
//GUANGMING RIBAQ// 
27/01/1979,V----,N----, PP 0004 


STRENGTHENING RESPONSIBILITY SYSTEM URGED TO 
RAISE MANAGEMENT STANDARDS 6 PP 


JPRS 73870 # 

WANG MENGKU! 000000202537 
+ +GUANGMING RIBAQ// 

19/08/1979, V----,N----, PP 0002 

COST OF MECHANIZATION ESTIMATED 2 PP 

JPRS 74971 # 

WANG MENGKU! 000000202815 
FA JINGJT YANJIU// 

20/10/1979, V----,NQ010, PP 0043-0050 


PRC ECONOMIC JOURNAL ON COORDINATION OF SPECIALIZE 
DEPARTMENTS 15 PP 


JPRS 74954 4 

WANG MENGKU! 000000235754 
fA JTNGJT YANJIU// 

20/06/1980, V----,NO006, PP 0012-0018 


RELATIVE IMPORTANCE OF PROPORTIONS, PLANNING, 
SPEED OESCRIBED 12 PP 


JPRS 76353 ‘ 

WANG MENGKU! 000000238990 
//GUANMING RIBAO// 

19/07/1980,V----,N----, PP 0004 

RURAL ENERGY RESOURCES CONSERVATION DISCUSSED 

5 pp 

JPRS 76574 Ff 

WANG MENGKU! 000000259839 
77 JINGJII YANJIU// 

20/01/1981, V----,NuOO1, PP 0037-0044 

ONE-MAN LEADERSHIP SYSTEM 14 PP 

JPRS 77706 ‘ 

WANG MING-HSING 000000267499 


11TA-CHI KO HSUEH PEK ING// 
00/00/1980, ¥0004,N0001, PP 0084-0088 
CONCENTRATION OF WATER DIMERS IN WATER VAPOR 
NTC §1-11057-04A r] 


WANG MING-HSING 000000304046 
1/TA-CHI KO HSUEH PEKING// 

00/00/1980, ¥0004,N0001, PP 0084-0088 

CONCENTRATION OF WATER DIMERS IN WATER VAPOR 

NTC 61-11057-04A cy 


WANG MINGGUO 000000284239 


// JTEFANG RIBAO// 
18/07/1980, V----,N----, PP 0002 
“CAMAC” FUNCTION MODULE SOON TO BE MASS PRODUCED 
2 PP 
JPRS 76740 # 


o 


WANG MINGKU! ie 000000256074 


/#TTEOAO ZHISHI// 
00/11/1980, V----,N0003, PP 0029-0030 
BUILOING OF GINGHAI-XIZANG RAILWAY UNDERRAY 4 PP 


JPRS _ 77665 # 
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WANG MINGKU! 000000296283 
//TIEOAO ZHISHI// 

00/11/1980, ¥----,NOQO3, PP 0029-0030 

QINGHAI-XIZANG RAILROAO SPURS DEVELOPMENT OF 

GOLMUD 4 PP 

JPRS 79430 


WANG MINGZHONG 000000303378 
1 /O1ANXIN KUAIBAO// 

00/00/1981,¥----,NOO10, PP 0007-0015 

SATELLITE COMMUNICATIONS DEMAND ASSIGNMENT SYSTEMS 

STUDIED 17 PP 

JPRS 80542 # 


RANG NAI-CH’ TANG 000000057797 
1 /SHIN-YUNG HUA-HSUEH FEI-LIAQ TI I-PAN CHIN-SHIN// 

00/08/1974,V----,N----, PP 0001-0072 

GENERAL KNORLEDGE ON THE USE OF CHEMICAL 

FERTILIZER 

CSO: 8111/2476-76 COMPLETE SPECIAL 


WANG NIANY] 0000001 79445 
ff TSHE YANJTUS/ 

15/07/1979, ¥----,NOOO7, PP 0006-0013 

HISTORICAL JOURNAL VERIFIES FACTS ON NANCHANG 

UPRISING 14 PP 

JPRS 74250 


WANG NIYE 000000236669 
HA JINGJI YANJITU// 

20/07/1980,V----,NO007, PP 0013-0019 

“JINGJT YANJIU” DISCUSSES MACROECONOMIC RESULTS 

8 PP 

JPRS 76396 


WANG PEILUN 000000300280 
FINANJING GONGXUETUAN XUEBADO/ / 

00/06/1979, ¥----,NO002, PP 0081-0090 

RIGIDITY OF FLEXIBLE SUSPENSION IN 

DYNAMICALLY TUNED GYRO 12 PP 

JPRS 77572 


WANG QI 000000258295 
J7RED FLAG// 

01/03/1981, V¥----,NOQ005, PP 0035-0038 

MODERN ART AND US 5 PP 

JPRS 77918 


WANG QI NIAN 000000028106 
/ FHANG-K"UNG CHIH-SHIH/ / 

01/05/1974,V----,NO005, PP 0030-0031 

AIR CUSHION LANOING GEAR 10 PP 

AIR/FTD-IDIRSI1-2234-75 


WANG QJ ANGAQ 000000201530 
(7 JSTEFANG RIBAO// 

18/10/1979,V----,N----, PP 0004 

BEING A MODEL LAW-ABIDER 1 PP 

JPRS 74910 


WANG QIANGAO 000000202978 
HH JTEFANG RIBAQ// 

18/10/1979,¥----,N----, PP 0004 

BEING A MODEL LAW ABIDER 1 PP 
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